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Tranſlated from the Par1s Edition, which on Account. 
of ſpeaking freely of the religious Ceremonies, Cuſtoms 
and Manners of that Country, fo offended the religious 
Dons, &c. that the Spaniſh Miniſter at Paris applied to the 
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Hiſtorians. 


Trovcn the Spaniards have neg · 
lected every other kind of literature, 


they have however cultivated hiſtory 
with ſucceſs. 


MARIANA, but for ſome few monkiſh 


paſſages, would be little inferior to 
Tacitus. 


B e 
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The Hiſtory of Catalonia is perfectly 
well written. The wars, troubles, and 
calamities of that country, are painted 
with force and energy. 

The Chronicles of Saavedra are much 
eſteemed. The Marquis of St. PH 
has compoſed valuable memoirs on the 
war of ſucceſſion. 


The Hiſtory of the Indies, by Don 
Gonzalo Hernandes de Oviedo Valdes, 
is in high eſteem. 


There are many excellent obſerva- 
tions in the Hiſtory of the Mexicans. 
by the Friar Torquemada. 

There is an academy for hiſtory «! 
Madrid. That body is employed in 
inveſtigating the annals of Spain. 

Mr. De Campomanes, the head of the 
Society, has collected a great variety 
of materials for the purpoſe : he is 


now 
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now labouring to digeſt them: fo 


much the better; it will be a public 
benefit, if death will allow him time 
to complete the work: but, unfortu- 
nately, Mr. De Campomanes is old, va- 
letudinary, and aſthmatic: it is ap- 
prehended that he has not long to 
live. . 

Health and longevity ſhould, 1 
think, be like military rank and the 
fivours of a court; God ſhould be- 
ſow them on uſeful and enlightened 
men. 


Mules, 


Tur mules of Andalufa are much 


eſteemed. Not only they are more 
vigorous than the mules of Rouergue, 
Poitou, and other provinces of France, 
whence the Spaniards haye mules ; but 

Sx they 
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eat leſs, go faſter, and are more ſure- 
footed. 

One may travel ſecurely through 
the moſt rugged roads, on a mule of 
Andaluſia. In crofling the Pyrences, I 
had one of thoſe mules. I expected 
every moment to be down. * Don't 
« be afraid,” ſaid my guide, © you 
te are in no danger of falling.” Nor 
did I fall. 

The Spaniards in general make 
uſe of mules, riding or travelling. 
They don't mind the ſhape or HZC O 
the head, the length of the ears, or 
what the colour of the animal is: pro- 
vided he eats but little, and is {ure- 
footed, they are ſatisfied. 


Particular Obſervations. 


ALMOST all the Spaniſh women 
poſſeſs a wonderful ſweetneſs of voice— 
- it 
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it is a pleaſure to hear them ſpeak—I 


prefer the ſound of their voice to the 
fineſt piece of muſic—G/uc& could not 


improve the harmony of it it is perfect . 


muſic in itſelf. 


I fancy the king of Spain is never 


meaſured for his clothes—they are 


always either too long, too ſhort, or 


too wide; one cannot tell what to make . 


of them. If any other perſon were to 


dreſs ſo oddly, he would be laughed at. 


The dead are buried too ſoon here— 
they have ſc arcely time to be cold, — 


Why not wait two or three days? If 


a perſon be dead to-day, ſurely he will 


be ſo to-morrow ; and then it will be 


time enough to carry him to the grave. 
In the principality of Neufchatel, none 
are buried until ſeventy-two hours 
after their deceaſe; and it is aſſerted, 
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that many have ſet up, and called for 
ſomething to drink, two days after 
they had been reputed dead. 


Some people ſay that the Spaniards 
are cheerful ; I think them the reverſe. 
J walk every evening in the Prado, 
where. there are near four thouſand 
aſſembled; and yet I never heard the 
leaſt ſound of laughter, 


The uſe of dove-houſes is not known 
in Spain. Pigeons are ſhut up in di- 
ſtinct pairs. Pigeons confined in this 
manner ſeem to deſerve pity ; but, if 
they love each other, they are happy. 


Madrid is perhaps the city where 
feweſt people deſtroy themſelves. One 
year with another there are not four 
who commit ſuicide there. — So much 
the better, that ſuicide is ſo rare in 
Spain: I with it were ſo every where: J 


with 


14 
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wiſh that there was no example of it 
in the world —but ſtill 1 cannot con- 
ceive why it is not more common. 
1 never ſhall be able to comprehend + 
why one half of mankind, who are fo | 
curious and impatient to know what 4 
paſſes in the other world, do not dee |] 
ſtroy themſelves, in order to fee it 
quickly, fl 

The people of Madrid are creat li- | 
bertines. The matrons are ſaid to be 
prone to gallantry : the young ladies 
are reputed to be very tender, but very 
reſerved. The men, in general, are 
timid and baſhſul in courtſhip. The 
hearts of lovers frequently burn with 1 
love and delire for years: they often 
dic of love; and all for want of co- 
ming to an explanation. 


Every wealthy Spaniard that is not 
buried i in the habit of ſome religious 


B 4 order, 
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order, is conſigned to the grave in his 
beſt ſuit, It would be every Whit as 
well, I think, to ſell theſe fine clothes, 
clothe ſome poor perſon with the ah 
duce, and bury the deceaſed in a 1 ne 


frock. 


What a pity it is that three fourths 
of Spain ſhould remain uncultivated ! 
It is not, certainly, the fault of the 
ſoil: it is excellent in all parts: Sierra 
Morena is a proof of this. The dew 
had ſcarcely fallen, and the ſun ſhed 
his rays upon 1t, after the earth had 
been turned and ſown, when it was co- 
vered with a rich produce. 


£ 


The Spaniards loſe their teeth early. 
They feldom preſerve any after fifty 
= or, if any remain, they are fo few that 

they are hardly worth notice. 


s C3 
One 
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One thing is very extraordinary, 
and which can hardly be conceived 
it is ſaid, that among the Spaniards 
there are a great number of Atheiſts, 
who believe 1n nothing, nothing what- 


ever; and who openly maintain, that 


the exiſtence of a God 1s a mere pre- 
judice ; that Heaven and Hell are 


imaginary places; and that all things 


are governed by chance. Ah! poor 
creatures! I molt heartily pity them. 
I ſeldom meet two Spaniards toge- 
ther : the Spaniard ſeems to delight 
in being alone: he is much in the 
right of it, Man, when alone, has 
more ſenſe and ſentiment, lives better, 
enjoys life more : he lives doubly. 
Man, 1n company, 1s like wine and 
water : man, alone, may be compared 
to pure and genuine wine, 
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Dry ſeaſons are frequent in this 


country: water, on ſuck occaſions, 
_ grows ſcarce; and many die of thirſt, 


A yaſt number of meritorious ac- 


tions are performed at Madrid; and 


more virtuous men are to be found 
there than any where cle : more truly 
virtuous men; men, Iwill venture toſay, 


who are ſuch models, that if all the rec: 


of mankind reſembled them, the world 
would be happy. At Geneve, I met 
with one of thete men, Charles Rennt; 


at Neufchitel, I found another, &. /; 


bert. 


J have met no where with ſuch ſweet- 


ſcented violets; I bought a J 


of them yeſterday, and it has pet— 


fumed my room ever ſince. 


Should a work that is written with 
any ſpirit of freedom come out here, 


* 
1 * 


11 
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it is im lately devoted to the flames: 
ſhoulc mine make its appearance in 
this place, it wiel moſt certainly be 
reducedtgafbhes, Sa much the better, 
ſo much the better, 1 ſay; a thouſand 
"times tlie better; it will be a moſt 
lucky circumltance. Happy are the 
works that arc burned! they are always 
favourites with the public. 


The Spaniards are of a middling 


ſtature, and very well proportioned ; 
but they are in general black and ugly. 
What distigures a great number of 
the Spaniards, is their ears; which are 
ſo large, that my g gloves would ſcarcely 
contain them. 


Next to the Kingdom of Naples, I 
believe there is no country where titles 
are fo plenty as in Spain. Any one 
that likes may ſtyle himſelf Marquis, 
B 6 Count, 


, ” 
> LSE 
_— —— — * 
— a Tr 7 = 


. - w 

Me SSA arty 

Fi Ryu oo — * 
— rn Ye tha 


— 


r * . = _ 2 n "SP" 
CCC 
ate, * 


\ A SEA, WT - * e 
" ot Bats ** PR” „ n 5 6 De 
— 5 "<> O* 4 7 WE; 2 * 240 _ 
, —_ "+ 4 


> taper od 1 6% 


S 
mm —— a 
bn. OO 


R 


12 A JOURNEY 
Count, or Knight. All titles ſeem to 
lie open pro bono publico, at the mercy 


of every one that pleaſes to aſſume 
them. | 


The part of education that is mot 
neglected in Madrid, is the cultivatio!, 
of the memory. The Spaniards per- 


haps are right in this; memory is fre- 


quently attended with 11] conſequences, 
There are indeed a hundred things, 


and a hundred perſons, that 1 remember 


with pleaſure ; but there are a thou 
ſand that I ſhould wiſh to forget: 
for inſtance. 


The ſacrament is carried with great 
pomp to the ſick. The firſt perſon 
that happens to be paſſing in a car- 
riage, is obliged to alight, and lend his 
coach to God, 


Theſe 
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Theſe vain ceremonies are the laſt 


planks on which linking religion, * 


] may venture to ſay ſo, endeavours 
to preſerve herſelf from going to the 
bottom. 

J have no where obſerved ſo few 
pretty children. Infancy, every where, 
in general, is pleating and handſome z 


but the Spaniard, contrary to the uſual: 


rule, is already ugly before he has 
quitted the go cart. 


A Daniſh phyſician has maintained, 


that men may hear with the teeth: 


we obſerve, in fact, that almoſt all 
deaf people open their mouths to liſten: 
the Spaniards do the {ame ; one would 
imagine that they had ears at the end 
of their tongue. 


incredible, On entering one of them 
you 


The magnificence of the church is 
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you are dazzled, and almoſt blinded 
for ſome minutes, by the ſplendor 
and riches that ſurround you. The 
Spaniſh painters never fail to make 
their ſaints, of both ſexes, the moſt 
beautiful figures. God himſelf, thous! 
dead on the croſs, is repreſented with 


* 


every perſonal grace and perfection 
of beauty that colours can beſtow, 


} 


1 have, I think, already mentioned 
; Spaniſh temperance; it is frequ enth. 
carried to exceſs. I remember, one 5 
I called in on a very reſpectable family 
of Madrid: dinner was ready; they 
had juſt ſar down to it: the compar 

conſiſted of four perſons; and all they 
had to dine on, was one egg, with four 


apples. 
Spain is full of prophets who ramble 


from village to village, one while pre- 
dicting 
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dicting earthquakes or hurricanes, and 


at other times the end of the world. 


Theſe predictions alarm and terrifty che 
common people. Such prophets 1iciiy 
deſerve. cliaſtiſement: a' kind of gas 
ſhould, I think, be put 'n their mout hs 
for ſeveral days together, to prevent 
them from uttering their impudent 
fallehoods, 


The moſt general reproach which I 
have heard againſt the Spaniarcs, is 
their want of diſtinctive character. If 
this be well founded, it is 11npollible to 
like them, or find much pleaſure in their 
ſociety. A man without al character of 
bis own is nothing, is a uſeleſs being. 
A man ſhould have a character of his 
Own, as well as a noſe of his own. 


The Capuchins of Madrid never go 


out of their convent: they have every 
| thing 
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thing neceſſary there: a lay-brother 


fetches whatever 1s wanting, Of all 


the monks and friars I pity the. Capu— 
chins moſt; and I would pity them 


ſtill more than any of the reſt, if there 
were to be no reſurrection after death, 


Every ſoldier ſleeps alone. This 
regulation was made in the preſent 
reign. Spain is the only ſtate where 
a ſoldier can ſleep at his cale, and tur: 


; in his bed. 


The voice of the mea is no leſs harſh 
and diſagreeable, than that of the 
ladies is pleating and harmonious. 
Every time the former ſpeak, one would 
imagine that they are either angry, 
ſcolding, or hoarſe. 


I frequently reſume the ſubject of the 


voice: I do it intentionally. 


Mr. 
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Mr. Lavater, who has made ſo many 
excellent remarks upon phyſiognomy, 
who pretends to diſcover the paſtions 
| of the ſoul, and the qualities of the 


mind, by examining the features of the 


face, has not written a ſingle ſentence 


is elegance of figure, beautiful 
eyes, but above all, certain delicate 


magical glances, that diſtinguiſh the 


| females of Madrid. It is there where 
| the man who dreads falling in love, has 


| reaſon moſt frequently to ſay to the 


| pretty ladies of his acquaintance, I pray 
and conjure jou, do not capiivate, do not 
| enſlave me. 


Tis among the common people, 
| among the poot, where the greateſt 
| number of devout) Chriſtians is to be 
ſound. So true it is, that it is in po- 
verty 
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18 A JOURNEY 


verty and diſtreſs we find a pleaſure and 


conſolation in praying to God, 


Though the apartments are very 
ſpacious, they are nevertheleſs dark, 


- becauſe the windows are improperly 


placed, the blinds and curtains always 


down: one would think that the Spa- 
_niards are afraid of day-light; it ſcems 
as if they were yet to learn, that no- 
thing ſurniſhes a room ſo well as light. 


The bridge built over the Mana: 


ranes* coſt near £{.800,000 ; and for 
nine months in the year, there is hard) 
as much water in the bed of the river 


as would fill a few dozen of bottles. 


| The Spaniards poſſe!s a thouſand eſ- 


timable qualities; among others, that 


of ſpeaking their minds openly of mi— 


niſters and men in office, 1 have heard 


Tt/ 
above 


A river that runs through Madrid. 
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above twenty people, who were talking 
| of Mr. O* R——, expreſs themſelves 
WT in theſe words: © We do not hate him, 


| «© he is not of conſequence enonge 3 We 


: cc only deſpiſe Bim.“ 


The dead are buried with their faces 


uncovered in Spain. The cuſtom ſhould. 


be univerſal. The bills of mortality 
; are not ſufficient to authenticate death, 
q Thirty years ago an odious ſcene Was 
E exhibited in France. Count i 
| impatient to take poſſeſſion of the 
| fortune to which he was heir, ſeized 
| upon his father, threw him into a hole 


vas dead, The pariſh-bells next day 
| pave notice of the funeral, and a ſtone 
vas the corple interred, 


The Spaniards are very fond of being 
faluted, but they never chuſe to give 
| the 
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20 A JOURNEY 
the firſt ſalute, When they mee: you, 


n 
. 


IS 
* 


e and ſalute me; lis your duty.“ I was 
the ſame account. I will moſt cheer. 


niard were ever ſo rich or great, | wil 


as much cockneys as thoſe of / om, 
ever, the paſſion of running after the 


in my opinion; but all the ſovercigns 


they fix their eyes ſtedfaſtly upon 100 
as much as to ſay, © Take eff your hat, 


near being involved in a quarrel, ! 
ſhould be involved in a thouſand cn 


fully be the firſt to ſalute a child, a 


old man, or a ſervant; but, it « Spa 


not ſalute him firſt; I would ſooner 
take off my hat to an ape or a jack: 
als. 


The common people of Medi at 


7 


They will trudge ten miles to jce 1 
prince, or any man of high rank. Hou: 


tails of the great is pretty genera! every 
where. I ſhall, no doubt, be fingulat 


b 
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* the earth might paſs in ſucceſſion 

E behind me, withouc intereſting me 
| Jerovgh, to induce me to turn my head 
to look at any ot them. 


ö 5 


2 77 abe Regulations of Police. 


| by the ſound of the flute and dulcimer, 
The flute commanded attention, pre- 
J pared the minds of the F for 
Jobedience, and helped the- Athenians to 
| retain in memory the law that was paſl- 
ling. 


In Spain this is done by beat of drum; 


avs and edicts, In vain have I en- 
| | quired, and endeavoured to dive into 
| the reaſon of ſo extraordinary a cuſ- 
tom. What ſanction, what influence or 
weight, in fact, can any edict whatever 


1 Athens all laws were publiſhed 


land it is jack-ketch that publiſhes all 


_ preſerve, 


* 
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preſerve, when uttered by the lips 
of a hangman, a character ſo infa. 
mous? 

But why infamous? Should an exe. 
cutioner be ſo? What a queſtion! 
Yes, doubtleſs, the hangman, his wiſe 
and children, ſhould form a ſeparate 
claſs every where. But, as infamy is 
a real puniſhment, as it is unjuſt to 
- puniſh a man who often thinks more 
worthily, is a better man, and has a 
nobler ſoul than the greater part of 
thoſe who ſhun and deſpiſe him, and 
would bluſh to hold any converſation 
with him, a hangman ſhould be a con- 
victed villain to whom life was given, 
and who ſhould be well lodged, well 
fed, and condemned to perpetual im- 


priſonment, never to ſtir out, but on 


execution- days. 


But 
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But the buſineſs of an executioner 

s not ſo very eaſy; to learn it: * 
time: an expert executioner is not 
readily found. Well, let knocking on 
the head be the puniſhment of all ca- 
| pital offences : then no apprenticeſhip, 
no trial, no expertneſs will de want- 
ing; and the firſt that offers will be 
| ſufficiently qualified, 


_ Antiquities. 


is every part of Spain, but particu- 


larly in the kingdoms of Valencia, cor- 
[nices, columns, and moſaic works are 
Ito be ſeen; but nobody takes any 
notice of theſe ruins, 

| Don Pepe L ſaid to me one day, 
1 What are the city of Herculaneum, 
and the Arundel marbles to me, pro- 


* In every other country but England, EXECUT 
pions vary according to the nature of the crime. 


cc yided . 
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ce yided my confeſſor dines and ſups 
te well?” 


Excepting the article of the con- 


ſeſſor, Don Pepe was doubtleſs right; 


I admire ruins as little as he does, 


I could travel through Greece without 
any deſire to ſee the pyramids, or to 
enter the temples; I could live in 


Rome, without ever viſiting the Pantheon, 
the Campus Martius, or the celebrated 


| baths of the ancient Romans: cheſe 
ruins will ſoon be no more. Column, 
triumphal arches, and ſtatues in bronze, 


all decay, and melt into ruin. Gloom 
ſubterraneous paſſages, deep caverns, 


and humid grottos, but particularly 


rocks, are my antiquities, 


A rock is coeval with the creation, 
attracts my attention, forces me t 
contemplate and admire it; and, whel 
1 2 5 [ con- 
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1 conſider that it remains fixed on as 


permanent a baſis as the world itſelf, 


that in a hundred thouſand years it will 


{till be new, and that the ſame re- 
mained unſhaken amidſt the waters of 
| the univerſal deluge, I am, in a man- 


ner, ſtruck with reverential awe, and 
amoſt ready to bow down before it. 


rinters and Bookſellers. 
THERE is a material difference 


thoſe of the other parts of Europe: ſome 
here acquire fortunes by the Sinner's 


per, the French Louſiad, the Odaliſe, 
D. B. and ſuch infamous traſh. The 
Inquiſition is a check upon the former, 
and the Police is an Inquiſition to the 
latter; but, notwithſtanding all the 
Vol. II. Ze 


between the Spaniſh bookſellers and . 


Guide, others by Thereſa the Philo- 


vigtlance 
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1 vigilance and dread of the police, every 
thing is printed here. 


Saa, Doctor of Divinity, acquired 


fifty thouſand piaſtres at Madrid, by 


commenting and new-furbiſhing up 
the Works of the Fathers Jerom and 
Bonaventure ; and yet the bookſcllers 


of Paris refuſed to give twelve guineas 


for the manuſcripts of Mr. De Paw, 


the firſt hiſtorian, the firſt politician, 


and, without exception, a man of the 


moſt extenſive genius of the age. 


What! without exception? ſays my 
reader, —Yes, I aſſert it boldly, with- 


out exception. Men prejudiced 


favour of Raynal will, doubtleſs, ex- 


claim againſt the aſſertion, as an act 
of injuſtice ; but theſe exclamations 
will not acquit their favourite hiſtorian 
of prolixity, bn, mi ſrepreſen- 

tation, 
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tation, partiality, injuſtice, and igno- 
rance: theſe exclamations vill not ſo 
far diſturb the reminiſcent faculties of 
any one, as to make him forget, that 
as ſoon as the Aôbé“ touches on any 
part of Mount Sia, or the burning 
buſh, and with towering imagination 
ſoars to lightening and thunder, he 
ſeems to move like an ambaſſador 
| from the Omnipotent, and to ſay, in 
the language of Moſes, 0 Let the earth 
and the heavens hearken to my voice!“ 
and all that liſten to him hear nothing 
but idle ſtories, anecdotes, and diſſer- 
tations on ſugar, coffee, and indigo. 


Plutarch adviſed the chattering fel. 
lows of his time to keep company with 
none but thoſe above them, in order. 
that they might be a check upon them, 
and awe them into ſilence, or at leaſt 
prevent them from talking improperly, 
C 2 Plutarcb's 
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Plutarch's preſcription is excellent, but 
it is not always ſufficient. 


When Prince Henry was paſſing 


through Lauſanne, Abbe Raynal hap- 
pened to be there, and had the honour 


to dine with his Highneſs, whom he 


interrupted every moment with ſome 


idle ſtory or other. Thoſe who were 
near the Abbé, in vain jogged him, in 


vain made ſigns to him to forbear : he 
neither ſaw nor felt any thing his 
tongue kept on its wonted . 


I have been aſſured,” ſaid a very 


agreeable and ſenſible lady one day, 
" & that Abbe Raynal is going back 10 
© France—ſo much the better: I am 


ce Heartily glad of it ; for he comes every 


ce day to my houſe, teazes and torments 
ce me continually, in ſuch a manner, that, 
e were he to remain here, I verily belicve 


e ge would be the death of me.“ 


Coffee 
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C Mee Houſes 


ARE more common in Madrid than 
taverns or wine-vaults, though theſe - 


are-very Numerous, - 


The Spaniards: are paſſionately fond 


of coffee; they underſtand how to make 
it and drink it in a better manner than 


we do: they do not ſwallow 1t haſtily ; | 
they ſip it drop by drop; they take it 
thick, and almoſt ſcalding hot. It is 
better ſo; it is beſt to take it very hot; 


it then penetrates the viſcera and en- 


trails better, more quickly pervades the 
different parts, communicating to the- 


blood and head, life, health, activity, 


and that inebriating and magic heat 


which gives beauty and colour to every 
thing we ſee, life and animation to all 
that we ſay. 


C3 All 
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All you whoſe chins deſcend in folds 
upon your breaſts, and whoſe protu- 
berant paunches overſpread your knees; 


all you who are robbed of ſleep by the 


gout, or who languiſh in a conſump— 
˖ 


tion! take no more medicines; do not 


kill yourſelves; drink coffee; drink 


Plenty of it: you will grow thin ; you 


will perſpire; you will recover, and 


ſleep ſoundly ; you will be delighted 
with life, and ſoon be as thinsas! an 


Sie. 


1 beſt alk for the manufacture 


of ſtrong plain ſtuffs, is that which 


comes from the kingdoms of Valencia 


and Murcia. This ſilk, whatever others 


may ſay to the contrary, is ſuperior to 


the ſilk of Meſſina, and even to that of 


| Syria, known in Europe by the name of 
Euges, Chouf, and nes 


If 
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If the ſtuffs manufactured in Spain do 
not look ſo well as thoſe of Lyons, Tours, 
and other places, it is not owing to the 
materials; 'tis the fault of the weavers, 
who will not take the trouble of join- 


ing the broken threads, and are not 


careful to ſtrike even. This occaſions 
the une venneſs of the ſtuff, the ſtreaks, 
and other fretted blemiſhes that run 
through the piece. 


The Spaniards moreover do not un- 


derſtand how much the richneſs and 


excellence of the dye contributes to 


tie beauty of ſtuff; they do not know 
that almoſt all their colours are uneven, 
and that all the ſilk deſigned for the 
fame piece ſhould be put into the ſame 
copper or boiler, to prevent any irre- 
cular ſhades in the colour. 

Under the direction of Mr. Victor 
Glutz, a man of merit, intelligence, 
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and true patriotiſm, and one of the 
members of the chief Council of the 
Senate of Soleure, a manufacture has been 
lately eſtabliſhed in that city, of Gros 


_ de-Tour, ſattin, and taffety, which is in 
Jo flouriſhing a ſtate of perfection al- 
ready, that nothing ſeems wanting, 
either as to the beauty or the excellency 
of the raw materials, the attention and 


{kill of the weavers, the ſtrength and 


ſoftneſs of the ſtuff, or the evenneſs. 


clearneſs, or beauty of the dye. 


Soleure is in poſſeſſion of a great many 


other manufactures; and throughout 


the whole year almoſt, the Aar is co- 
vered with barges, carrying to Geneva, 
Holland, Germany, and even Hay, the 
fruits of the labour and induſtry of chat 
wile State. | 
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Ordinaries 


ARE not known in Spain: ſo much 


the worſe: it is at ordinaries that 
one may learn the manners and ge- 


nius of a country. At an ordinary 
you may ſee the inhabitants of a city 
more at their eaſe, and Jeſs reſerved, 


than any where elſe. There you will 


meet with foreigners of every-ſtate. - 


Yes, I know it: prejudice condemns : 
ordinaries. But, as prejudice is 19no=- 


rant; as it never ſuggeſted good ad- 


vice, never communicated informa- 


tion, nor enlarged our ſphere of know- 
ledge; when we travel to ſee or learn 


any thing, we ſhould ſend a ſervant to - 


turn a plate at an ordinary; next the 
fire if it be cold, or if warm, near the 
door, or the window. There we are 
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at eaſe: we may go in a frock, our 
hair undreſſed, in boots or ſlippers, 
we may eat or let it alone, talk or be 


ſilent. It is beſt to be ſilent, and we 
may learn ſomething while we are eat- 
ing. 


Horſes. 
STUDS and breeding-horſes have 


been neglected for ſome time; and yer 


the Spaniſh horſes ſtill preſerve qua- 
lities that diſtinguiſh them. 


They are 
generally black, or a cheſnut-colour ; 
their ears are well ſet, their mains long 


and flowing, their eyes full of fire, and 


they poſſeſs activity and ſpirit. 


The horſes bred in Andaluſia are 
eſteemed the. fineſt ; arid indeed they 
are preferable for war, ſhow, and the 
men?re. 


The 
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The city of Cordova is famous for 9 
the fine horſes bred round it. The | | 
King has a ſtud there The Barb- race, | | 
peculiar to this province, 1s preſerved Fi 
by a ſociety of gentlemen, ſtyled Aa V 
tranza. —1 4 


Ob. mies. 


TEE ule of chimaies is hardly 6 7 | ö 
in Madrid. They ſupply their place #5 


with brazeros, or portable razieres, 


which diffule round a very equal and 5 
gentle heat. Some particular kind of h 
wood, ſeed, or powder, is thrown into | Ml 
theſe braziere 25, Which has an n agreeable Y 1 
ſmell. | 


Some time ago, an actreſs, who is ö | 
very handſome, complained to the 
Duke of Alva, that ſhe had no money, 
that her apartment was very cold, and 
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5 Herſelf almoſt frozen to death in it. 
The Duke of Alva ſent her one of 
ktheſe Bradidres, filled with plaſtres, 


Such anecdotes of humanity, or gal- 
lantry, (as the reader pleaſes,) are not 
unfrequent in Spain. But who could 


refuſe a braziere, or any thing elſe, to 


a pretty actreſs who has no money, and 
1s ſhivering with cold ? 


\ Spaniſh Troops. 


THE spaniſn Infantry conſiſts of, 
One regiment of Spaniſh guards, 
One regiment of Wallon Guards, 
Three regiments of national Infantry, 
Three Iriſh regiments, 

Three Wallon regiments, 

Two Italian regiments, 

Four regiments of Foreign Volunteers, 
Four Swiſs regiments, 


Every 


eight companies of common ſoldiers, 
and one of grenadiers. Every com- 
pany is compoſed of a Captain, Firſt 


Lieutenant, Sub- Lieutenant, a Firſt 


and Second Serjeant, ſix Corporals, a 
Drummer, and fifty-four Privates. 


A Colonel, Licutenant-Colonel, Ma- 


lain, complete the regiment, 


The Cavalry is compoſed of three 
| troops of Body- guards, the Spaniſh, 


Carabiniers, and fourteen regiments of 
Cavalry. Spain has eight regiments of 
Dragoons. 


The Cavalry anck i have 
their horſes from Audainf as 


Excluſive 
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Every regiment is compoſed of two 
battalions ; each of which conſiſts. of 


| jor, Adjutant, two Enſiens, and a Chap- | 


Italian, and Flemiſh, and a brigage of 
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Excluſive of this military body, 
there 1s a provincial Militia enrolled, 
that forms a body of near 40, ooo men, 


The pay of a ſoldier is ſeven %% 


day, with a pound and a half of bread, 


One half of each regiment has leave of 


abſence for ſix months in time of peace, 
Every ſoldier takes home with him, in 
advance, pay and bread for two months, 


and receives the remainder on his re- 


turn to the regiment. 


The Spaniſh navy conſiſts of {-ven 
firſt-rates, forty-one ſecond-rates, and 
eleven third- rates. There are, beſic es, 
four bomb- ketches; ſeven gallies, ſe- 
veral brigantines, galleons, guzrua- 
coſtas, advice-boats, and packet-boats. 


Oil. 


IN a country richly planted 10 
| olives, one might naturally expect to 


mee! 
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ther the hare was ready, notwithſtand- 
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| megt with good oil; but 'tis quite the 
| reverſe. In Spain the oil is bad, ex- 

ecrably bad; and every thing is dreſſed 

vith oil; roaſt, ragouts, ſoups, all with 
| oil, ſwimming with oil. | 


To get milk, or butter, you muſt 


Cold or beat the landlord, or flatter 
| and careſs the landlady. If ſhe be young 
and handſome, there is no hardſhip in 
| that ; but, if old and ugly, what can 
| be done? 


| have forgot where it was, but I 


[arrived very hungry at an inn, and 
found they had got a hare in the houſe. 
ordered it to be dreſſed. My ſervant 
deſired twenty times that no oil might. 
be uſed as ſauce. I repeated the ſame 
orders as often. Nevertheleſs, on go- 


ing into the kitchen to enquire whe- 
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ing my injunctions, the landlady had: 
Juſt emptied the lamp into the diſh, 


- Literary Pirates. 


Happ! LY literary pirates are un- 
known in Spain. They would ſoon be 
ſo every where, if a mark of infamy| 
were ſet upon them. Reaſon, equity, 
the laws of commerce, and the intereſt 


of literature, require that every lite-M. of 
rary pirate ſhould be puniſhed. 
But it will perhaps be Kai. 0 0 
fame ſhould be the only ſalauy of il 
writer. But why ſo? Why ſhould a m 
author be aſhamed to ſell his diſcove-W 
ries, or ſet a price upon his ideas to 
Why ſhould a people colle&ively re hi 
ceive gratis, leſſons and advice bid de 
they muſt pay a price for as indi- m 


duals: ? 


Since 
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Since money has become the ſign 
| and exchange of our wants, every thing 
| muſt naturally be purchaſed and ſold. 


The General, the officer, and ſoldier, 
| {ell their limbs and blood, and in a 
| manner put their lives up to public 
ſale: even Kings themſelves take care 
| to be paid. What are taxes, exciſe, 
| and duties, but the ſtipend and wages 
| of Kings? 


| Why ſhould an Author be aſhame« 
to ſell his work? Does he not buy the 
ſacraments? Are not prayers and ſer- 
| mons ſold to him? Muſt he not pay 
for a hole in the church-yard, and the 
| tolling of the bell that gives notice to 
his relations and friends that he is. 


dead, and that they ſhall fee him no- 
more ? | 
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Can he give, or ought he to give, 
his work for nothing, when his edu— 
cation has been ſo expenſive ; when, in 
order to authenticate facts and dates, 
he has viſited the places; and when, 
for the greater perfection of his book, 
the better perſpicuity, and the plainer 
demonſtration of his ideas, he has, at 
conſiderable expence, had charts and 
drawings made, and plates engraved? 


All authors have not four or five 
thouſand a year, like Mr. Voltaire. 


The greater number of authors write 
that they may live and ear, and myſt 
write or ſtarve. 

The literary pirate not only robs the 
author of his money, but he alſo takes 
from him what he prefers to gold or 
ſilver, and every thing elſe :; he rovs 
aim of his miſtreſs, the object of his 
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| fame and affections; he robs him of 


| his glory; he mutilates his book, and, 


as it were, ſtops him in his immortal 
career, on the borders of poſterity. 


Every ſurreptitious copy is imper- 
ect and deformed. He who practiſes 
the baſe trade of a pirate, never could 
| read or correct a proof: his ignorance 
| mult be equal to his knavery. Beſides, 
| of what concern can the fame of an 
author be to him? How ſhould it affect 
him, if the ſtolen work were to {warm 
with faults, miſtakes, and omiſſions ? 
[The purchaſer, in vain, remonſtrates 
and exclaims againit the imperfections 
of the book: it is fold : the pirate hass 
ſtolen and profited ; his thef! «capes 
wich impunity, and his end is acgom- 
pliſhed. 


There is another conſideratio — 
When the locks and dungeons of the 
Chatele; 
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Chatelet and Baſtille are opened to re. 
ceive a writer, who can ſay to Govern 
ment, that the Baſtille incloſes a guilty 
perſon ? What ſecurity can there be 
for the fidelity of a bookſeller, who 
is a baſe pirate? To give a greater re- 
liſh for the book he is printing, mar 
he not introduce ſome blaſphemous ex. 
preſſions, ſeditious phraſes, or r dange- 
rous principles? 


In all ages one crime uſually beoets 
another: robbery and treachery, theft 
and baſeneſs, tread cloſe upon the 
| heels of each other. 


What renders the trade of a literary 
pirate ſtill more odious, is, that ſuch 
a bookſeller frequently robs his bro- 
ther bookſeller, his neighbour, and 
friend. 

In Switzerland, and elſewhere, 1 
father has been known to ſteal and pi. 
ate 


THROUGH SPAIN. aux 


tate a work that his ſon had purchaſed ; 
and I have ſeen at Lyons a ſon clan- 
deſtinely print a work purchaſed by his 
father. 


Let us figure to ourſelves the di- 
ſtreſſed fituation of a printer or book- 
eller, whoſe work has been pirated, 
Let us in idea enter his compring- 
[ houſe, at the moment he firſt beholds 


purchaſed, converted into waſte-paper, 


One cannot avoid being ſhocked and 
diſtreſſed, ro think, that when the day 
of payment arrives, the unfortunate 
bookſeller, unable to fulfil his engage- 


in trade, &c. ſeized upon by bailiffs 
and ſherif's officers. 


property among bookſellers, loudly 
call 


Ft: copies of the book which he had 


ments, muſt ſee his furniture, ſtock 


Theſe piratical invaſions of literary 
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| call for ſome ſignal example. The 4. 
| counterfeiting of a book is a more 

ſcandalous theft than picking pockets, 
Let all ſuch tricking knaves be 
branded with ſome indelible mark of 
infamy—let them be led thrvugh every 
public part of the city or town where 


— — —— — 
— — — 


| 
| the crime is committed, with a rope W" 
| about their necks, and be obliged, on oy 
| their knees, in different places, to ac- e 
knowledge the juſiice of their ſentence, 
and, addreſſing themſelves to the ſhades 
of departed printers who have d'tin- 
guiſhed themſelves, ſupplicate their 
forgiveneſs for having diſgraced the 


typographical art. 


Hunting. 


EXCEPT Faſter-ſunday and Good 
friday, the King gocs a hunting every 
JS day 
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day in the year. He ſometimes re- 
moves fix or ſeven leagues, and even 
gather, from the capital, to enjoy that 
diverſion, Forty of his guards are 


ſeed V oe be to him that is a bad 
horſeman on ſuch occaſions ! he falls, 
Land breaks a leg or an arm; and ſome- 
times he is lucky enough to break his 
neck, and then he 1s better off, 


* 


High Roads. 


L VE R T body has heard of the 


etched police of England, with re— 


pct to the ſafety of the roads: it is 


ren known, that in England, as well 
in Turkey and Perſia, there is no tra- 
ling without danger of being rob— 
ked—it is really as bad in Main. 


obliged to gallop after him in full 


There 


% 
* 
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There are, it is true, great num- 
bers of men, called archers, whoſe by. 
ſineſs it is to patrole for the defence of 
the road ; but, as they are badly paid, 
and not formed into a regular body, 
and government does not keep a ſtrid 
eye over them, they find it more eaſy 
to have an underſtanding with the 
_ robbers, and ſhare in their booty. 
Almoſt all the robbers in Spain art 
diſguiſed as pilgrims or hermits — 
under pretence of enquiring the way, 
the hour of the day, or craving cha- 
rity, they clap a piſtol to the traveller' 
breaſt, rob, and generally kill him. 
They know that the puniſhment is the 
ſame, that a dead body is ſooneſt 
ſtripped, and beſides, dead men tell no 
tales: © 


Fou may, indeed, in every town 
procure a guard to eſcort you; but 
EY 7 bs 
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not only theſe guards are very expen- 
five, muſt be paid before-hand, and 


will conduct you only half way; they 
may, -beſides, hold intelligence with 


the robbers : it is ſafer to proceed 
without them. 


Excepting where there is old-age or 


vglineſs, neither of which is a temptation. 
to any one, the Spaniſh robbers, it is 
ſaid, take nothing from women. Inſtead 


of robbing travelling ladies, or ſnepher- 
deſſes watching their flocks, they eſ- 
cort them, give them bouquets, mo- 
ney, and ribbons; then lead them 
into the woods, where each of thoſe 
villains in turn ſatiates his luſt, and 
exhauſts his ſtrength on thoſe un- 
fortunate women. 


I robbers are more numerous in 
Spain than elſewhere, this evil muſt 
Vol. II. be 
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be aſcribed to the great diſtreſs of the 
common people, and their want of 
employment : the profound fleep of 
the jailors, whom neither thunder nor 
earthquakes could rouze, may be al- 
ſigned as another cauſe; and a. third 
may be found in the permiſſion granted 
to priſoners of a certain deſcription, 
of hanging out of their windows pur- 
ſes and baſkets, into which their ac- 
complices convey cords and files: fur- 
niſhed with tools, the priſoners eſcape 
when they like. It often happens, 
that ſeveral priſons are emptied in a 
night, and all betake themſelves to 
the woods. 


The very ſmall number of houſes ſor 


the relief of beggars in health, helps 
likewiſe to ſtock the high-ways with 
robbers. In all countries, and in all 
ages, crimes and robbery will ever be 


the 


f 


8 


1 ; 
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the only reſource of the man who wants 
bread, and has neither money nor em- 
ployment to procure it, 


Biſhops. 


NEITHER birth nor favour ever 
open the way to Epiſcopacy in Spain; 


Capuchins are frequently obliged to | 


quit their cloiſters, cut off their beards, 


and put on wigs, to occupy the lees of 
Seville, Toledo, &c. 


= he Spaniſh biſhops are of exem- 
: plary virtue, 


| The excellent diſcourſe of Lord Gre- 
rille, on the duties of epiſcopacy, 
ſhould be tranſlated into every lan- 
guage, and ſent to every Chriſtian dio- 
| ceſe in the world. 


\ 


**Vöo- Much 
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Much has been written againſt 
biſhops; a thouſand libels, a thou- 


ſand pamphlets, and as many eſſays, | 


have been publiſhed againſt their lux- 


ury, their morals, &c. &c. it would 
be endleſs to recount them. —Bur no- 


thing ſo juſt has ever been written, «s 
that we find in Lord Greville's diſcourſe. 


It is not above twenty pages; it may 


be read in half an hour, and contains 


every thing the ſubject will bear. 


1 Lord Greville has alſo written on 


gunpowder, and 1s very ſevere upon 
the inventor of it. His Lordſhip was 
certainly in the wrong there. 


The inventor of gunpowder, who- 
ever he was, it is not yet clearly aſ- 
certained, was ſurely a moſt deſerving 
man. Before the invention of powder, 


had we not arrows, darts, ſlings, ſcor- 
bs | pions, 
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pions, battering-rams, and chariots 
armed with ſcythes, &c. &c.? What 
were all theſe but ſo many inſtruments 


of flow deſtruction? Praiſed be the 
cannon, the powder, and inventor of 


| them! Thanks to the cannon, we now, 


die, we now drop, in the field of battle, 
without pain or agony, and without 
even thinking of death.—Yes, Lord 


Greville was much in the wrong: let us 


be more juſt than his Lordſhip, and 


him who devoted his time and labour, 
and perhaps riſqued or injured his 


rable ſecret, which enables us to diſ- 
patch each other in a manner ſo little 
painful. 


D 3 Unlucky 


think ourſelves infinitely indebted to 


us _ 

« 2 8 . 
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health, in the diſcovery of that admi- 
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Un WAY Day: 25 


III E. Spaniards are e that 

Friday is an unlucky day; and though 
there be orders in every port for the 
departure of the King's ſhips on all 


days of the weck, indiſcriminately, 


yet moſt of the commanders avoid 
ſailing en Fridays, either through 
complacency for the weak notions of 
the crews, from their own apprehen- 
ſions of the malignant influence of Fri— 
day, or in ſhort from an unwillins- 
neſs to become reſponſible for the 


Event. 


To the common people in parti- 
cular, this unfortunate day is big with 
tremendous horrors. If any perſo 
happens to fall ſick on a Friday, it is 
the wicked Friday that occaſioned the 
ness 
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illneſs: when any one dies on a Friday, 
it was deſtructive Friday that gave 
death the ſignal to carry off the ſick 
man: whoever is caſt in a law, ſuit, 
lays all the blame on Friday; in ſhort, 


the influence of unlucky Friday is ac- 


cuſed of every croſs accident and every 
misfortune that happens to a Spaniard, 


This day, however, {o much repro- 
| bated and defamed here, has had many 
patrons and admirers. It is the day 
ſacred to Venus, Sextus Quintus was 
paſſionately fond of Friday, becauſe 
it was his birth-day, the day of his 
promotion to the rank of Cardinal, of 
his election to the Papacy, and of his 


coronation. Francis the Firſt declared 
that every thing ſucceeded with him on 
Friday. Henry the Fourth loved that. 
day better than any other, becauſe it 


was on Friday that he firſt ſaw the 


D-4 beau. 
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beautiful Marchioneſs of Yernueil, the 


greateſt favourite of all his miſtreſſes, 
after Gabrielle D' Eſirees, whom he ne- 
ver could forget: he talked of her an 
hundred times a day; he had her 
picture continually about him, was 


kiſſing it continually, and, as it is 
ſaid, had his lips imprinted on it at 
the very moment the horrid Nala 


pierced the benignant heart of that 


excellent monarch. 


Rogation Teek, 
THE uſe of Rogation was intro. 


duced into Sain about the beginning 
of the ſeventh century. It was then 


nothing more than faſting and praying: 
now, the practice is to faſt, pray, and 


walk in proceſſion through the field, 
bleſlüing 
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bleſſing the trees, ſprinkling the graſs, 
and ſupplicating favourable weather. 


This glorious diſcovery was owing 


to St. Mamertus, an old-clothes-man, 


at Pontoiſe, afterwards rector of St. 
Thomas of the Louvre, and, next, 


Biſhop of Babylon. Before the days of 
the Prelate Mamertus, the whole affair 


of the weather was left to the manage- 
ment of God; and no one ſuſpected 
that holy-water and prayers had the 
virtue of diſſolving or diſperſing clouds, 
of accelerating vegetation, giving co— 
lour to peaches, or ripening plumbs. 


| The Dutcheſs of A L VA. 


Nor a fingle hair of the Dutcheſs 
of Alva. but is capable of inſpiring 
love and tender deſires. Nothing can 
Ef r equal 
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equal her beauty: it is impoſſible foi 
painting to give any idea of her tran- 


ſcendent charms. Wherever ſhe paſſes, 

the people flock to the window; even 

the very children quit their ſports and 
play-things to look at her, 


The Finances, or Treaſury. 


New plans ſpring up every month; 


the directors or managers are changed 
every hour; and all the offices are 
turned topſy-turvy. There are rare; 


a thouſand piaſtres in the treaſury, 
The riches of the galeons are frequently 
expended before the ſhips have leſt 
Vera Cruz; and oftentimes the ſove- 


reign of Peru, the maſter of the king- 


dom of gold, and the proprietor of 
Quito, Cuſco, Arequipa, and de Porco ; 
: the 
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the man, in ſhort, for whom two hun- 


dred thouſand hands are rummaging 
the richeſt mines, coining piaſtres, or 


weighing gold, has not money enough 
to pay for the cards he plays with. 


But what becomes of, or who is the 
dragon that guards the ingots, the 
immenſe ſums which are continually 
flowing into Spain from Chili and Mex- 
ico? That money is ſent to France, Hol- 


land, and England, and there converted 


into ſilks, muſlins, necklaces, rings ; 
and returns to America to adorn the 


necks, and ſparkle on the fingers, of 


the pretty ladies of the new world. 


The poverty of the royal treaſury is 
not new in Spain. All Europe hath 
echoed with the fraudulent bankruptcy 
of Philip the Second. It is well known 
that Ferdinand the Third never had 

. D 6 money; 
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money; that Philip the Fourth bor- 


rowed wherever he could, and never 


paid any body; and that Philip the 


Fifth made money of every thing, ſold 
all things, and would have fold the 
very air and water. 


The King has lately eſtabliſhed a 


treaſury-board. Mr. Gabarus, a French- 


man, is at the head of it. All eyes 
are fixed upon the proceedings of Mr, 
Gabarus—he is a foreigner; conſe- 
quently expoſed to the malevolence of 


envy, which magnifies and multi— 
plies what is wrong, extinguiſhes and 
deſtroys what is right, and poiſons the 
nature of every thing. 


Mr. Gabarus propoſes, it is ſaid, to 
draw up a clear account of the finances, 
after the manner of Mr. Necker. It is 
to be hoped that he will avoid his 
| pathos and rhetorical flouriſhes: 
. © Suede, 
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Suicide. | 


b IN the time of Falerius Maximus, poi- 
| ſon was kept publicly at Marſeilles, and 
ö given to all thoſe, who, after ex- 
j plaining to the Senate their motives for 
| wiſhing to deſtroy themſelves, were 
ö permitted to indulge their inclination. 
The Senate conſidered their reaſons 
} with a degree of coolneſs. and modera- 
? tion, neither favourable to an indiſ- 
| creet, nor contrary to a juſt and rea- 
| ſonable deſire of death. After delibe- 
N ration the votes were collected, and 
| according to the majority, there was 
| written on the, petition: The Senate 
| erjoins you to live, or, The Senate permits 
| you 10 die. 


| In Spain, ſuicide is conſidered as it for- 
| merly was at Marſeilles; a man that kills 4 
| : , | him- _ L 
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himſelf is not dragged upon a hurdle, 
and a ſtake driven through his body. 
The Spaniards look upon ſuicide as a 
matter of ſpeculation, and think it as 
natural to go in quell of happineſs to 
the other world, as to travel in ſearch 
of fortune to the new world. 

Many caſuiſts, however, pretend, Tuch 
that a ſuicide robs the world of him- re 
ſelf ; that every one ſhould wait his Ming 
turn to die: but the greater number of to 
Spaniſh divines and moraliſts are ſor tte 
permitting every unfortunate man to rel 
deſtroy himſelf, when he 1s tired of his ; 
exiſtence, when life is painful, anc 


nature and ſociety refuſe him that por- 2 


tion of fortune and happineſs which is oss 


due to him. Let us copy the example %s 
of the Spaniards; let us burn our hur- hs 
dles and ſtakes, and look upon the man 3 
who kills himſelf as a ſervant who quits . 
5 27e 
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2 maſter that does not Pay: him his 
22 8s. 


# 


The Cabinet and Laſt War. 
IPs conceived and begun, dila- 


tory methods, deſigns half ſketched, 


ſuch has been the round which national 


qpride, a multiplicity of inferior orders 


Lind ſubaltern authorities, have, for 


to centuries paſt,* been tracing about 


the different miniſters : this is the 


circle in which cuſtom has commanded- 


them 


b For A veral centuries, Spain hos had mi- 
Far that avere mere non-entities; the Count of 
WFuznTEs and the Duke of Lea Ma among others; 
: but, above all, the Duke D'Ackba, a man of 
| raw, a weak and ignorant man, a mere figure of 
je nar, well made enough, who, fer thirty years 


Phat he continued miniſter, never could comprehend 
br gueſs by what accident or road, or for what 
un paſe, he wvas placed at the bead of affuirs, 
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them to remain; ſuch is the pu 
chalked out for their ſucceſſors, the i 


ſcourge, the axe, and ſpade, if I may 
be allowed to term it ſo, which tex; 
up, eradicate, and deſtroy, every 
ſeed, every. plant, and every man in 
Spain. | 

This was the language of the lat 
war; this was the reaſon why the mi. 
niſters, generals, and officers, mutu- 


ally charged each other with irrcſo— 


lution, ignorance, and neglect; why 


two hundred pieces of cannon, four 
ſhips of the line, two chebecs, five 


frigates, and three fire-ſhips, with eight 
thouſand Spaniards, and fix thouſand 
ſavages, ſpent three whole months 
in filling up and paſting trenches, in 
throwing 

* The French employed much leſs time in taking 
Tobago, Eſſequibo, St. Vincent, the Grenades 
St. Euſtatia, Dominica, Berbice, aud Demera!, 
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throwing down dry walls, and deſtroy- 
ing the baſtions of Penſacola, Bdton- 


Rouge,* and Mobile. 


This it was that kept twelve thou- 
ſand men for four years in the intrench- 
ments of St. Roch, in the Bay of Gi- 
Jraliar; ſome to grow old, to ſleep, or 

— play 
* The Garriſon of Baton-Rouge conſiſted of 


E three hundred men, almoſt naked, and flarving.. 


J The garriſon of Penſacola was ſcarcely better ſup» 
lied 20th proviſions and clothes. Twenty men, 


in ten minutes, with two pieces of cannon, ſhould 


| was defended only by a few undiſciplined citizens. 


At the time of the grand preparations for the 
Liege of Gibraltar, Mr. d'Argon awrote as follows : 
| FOR WANT OF MEN THE WORKS GO ON 


ee 


BUT. SLOWLY.” 


nen than there was occaſion for; but they were 
nen without courage and vigour. According to @ 


| very moderate computation, all the expences of the 


fiege 


| have been ſufficient to have taken Mobile, that 


There were certainly more 


Be 
3 
. 
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play at dice in their tents; others tg ball 
amuſe themſelves in looking at floating. 1 fixe 
batteries, boats, feats of activity nd mor 
ſtrength, and other children's ſports, bea 
To this muſt be added, the little repy- i tins, 
tation of the Spaniſn marine, the com- repe 
mercial ſpirit, eagerneſs to take prizez 16 
and love of money, which reigned Ilie 
amongſt the officers: we mult like. call 
wiſe add, the decrepit.age of the Vice. the 
Admirals and Commodores, and the tue! 
ſuperſtition of all the ſhips comps MWhatr 


23 


nies. Feffic: 
It was entertaining enough to fes pexpl: 
the ceremony of bleſſing the cannons [ene 
balls; er ed 

- Fhimſ 

fege, being taken colleFively, made each ht tl Pa 


avas fired amount to a guinea ; ſo that Spain c. | 
pended about eight thouſand pound's flerling per dan, le C 
to hun General Eliott with a vain neiſe ; awhich, ball t 
being often diſperſed by the winds, or loſt in e air, Kiers 
did not even reach his ears. 1 
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balls; all the ſoldiers, with their eyes 
fixed on, and their lips glued, from 
morning to night, to madonas, ſaints, 
beads, and croſſes ; and to hear ma- 
| tins, veipers, and other pious offices 
repeated on board every day. 

God forbid I ſhould condemn any 
religious act! Far be it from me to 
call in queſtion the power of heaven, 
the imperial ſway of the Virgin, or 
the influence of ſaints in the ſucceſs of 
battles, the paſſage, direction, and 
efficacy of balls and bombs! but God 
explained himſelf on theſe matters from 
the beginning of the creation. A hun- 
Idred and a thouſand times has he ſaid 
himſelf, has he, through Moſes, told 
bampſon, Gideon, the Kings of J/rael, 
the chiefs and rulers of his own people, 
ball the generals, officers, ſailors, ſol- 
Kiers, and drummers of the world, to 


. pray 


„ 
pray but little, always in a low voice, 
ever fighting, and ever ſtanding. 


— 


Pilgrimages. 
Ar over all the inhabitants of] 


Madrid, I mean the lower ranks, being, 
as 1t were, born pilgrims, paſs theirlives 
in going to and coming from St. Janes 
of Compoſtel/a, our Lady of Mont ſerrat, 
our Lady of Pilier, and our Lady of 
Loretio. Ganganelli, who never pte— 
ſented his ſlipper to be kiſſed, without 
lifting up his ſhoulders, attempted to 
aboliſh all thoſe pilgrimages. That 
_ philoſophic Pontiff was fully convin- 
ced, that God, the Virgin-Mary, and 
Saints, deſpiſed all thoſe vagabonds; 
he knew very well, alſo, that neither 
pardon, remiſſion of ſins, nor grace ot 
favours, could. ever be annexed to the 
walks 
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walks and pious excurſions of an idle "i 
fellow on the high roads: and he was | 1 
likewiſe ſatisfied, that the ſhells ga- 9 
| thered on the borders of Corunna, near / i | 
Cmpoſtella, do not more ſpeedily or 14 
more radically cure diſorders of the 1 1 
eyes, teeth, or ears, than the ſhells of | \ 
oyſters, muſcles, or tortoiſes, that are — [| 
to be found at Cadiz, Concale-Bay, Ma- 
lg, and St. Malo. From the windows = 
of the Vatican, that Pope had ſeen i] 


pilorims of both ſexes leaping over the 
hedges, ſtealing poultry and fruits, 
ſpoiling and breaking down the corn 
ind harveſt, then retreating to the 
woods to hide themſelves; not remem- . 
bering that St. James was looking at 
Wihem with a watchful eye, and could 
ee every thing through the branches of 
Wie trees, TE ; 


Petit= 
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Petit-Maitres, or Femmy Jefſamies. 


HERE, as every where elſe, you will 
find gay, faſhionable, and fine: dreſſed 
gentry, who, after the example of their 
brethren on the other ſide of the Py. 
renees, have their dogs, their jockies, 
horſes, debts, red heels, large hats, 
round ſhoulders, and ſhort fight. 
The folly of affecting blindneſs has 
been very predominant, Good eyes 
have become the property of the com- 
mon people; and whilſt a grenadier 
can, at a lingle glance, take an exten- 
ſive view of the horizon round; whilſt 
he can reckon the ſtars by night, his 
Captain and Lieutenant want glaſſes to 


examine their company, and have 0c- | 


caſion for a dog, a guide, or a tick, 


10 
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o find the way to the door of their 


odging. 


If, after having injured the retina, 
or optic nerve, a column of air ſhould 
ſhatter the ear, and deſtroy the tym- 
panum, then would the tunic, pupil, 
and ball of the eye clear up; the cata- 
a& would fall; opera- glaſſes, ſpecta- 
les, and preſervers vaniſh; every 
body would ſee clear, but no one would 
bear, 


But, without any column of air, let 
only a deaf prince make his appearance, 
and your faſhionable gentry will im- 
ediately be ſtruck with deafneſs, 


| Some time ago, a great Lord who 
Lammered in his ſpeech, was bald, and 
bump-backed, arrived here; and, in 
ine night's time, every back grew round 
and 
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and protuberant, all tongues ſwelled, W 
and not a head of hair was to be ſeen, 
| Me have ſeen a ſimilar revolution in 5 
France. When the Queen loſt her fine cf 
head of hair, after her firſt child, the St 
ladies of the court immediately cut of «| 
theirs, and adopted the cap then know WH g. 
by the name of the child's cap. K 
c Were a plague,“ ſays Gordon, ot 
cc ever to attack crowned heads, every CL 
cc body would be impatient to have tt; Y 
ce and all who caught it not, would WM © 
ce. boaſt of having it.” 1 
5 | | cc 
ET | T 
by Compliments. 3 
WIN our fore-fathers happened 8 
to meet, they embraced and ſaluted M 
each other with, God preſerve you. In * 
France, Lettres-de-cachet Rill conclude Pf 


with 


* 
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with Fe prie Dieu qu'il vous ait en ſa 


ſainte garde; that is to ſay, I pray God 
to keep you under his ſacred protection. 


In Spain, miſſive letters, billets, or 


 efquelas, end thus: Dios guarde a uſted. 


| Spaniſh compliments have ſuffered no 
change nor alteration ſince the expul- 
ſion of the Moors. In a company of a 


hundred, each perſon addreſſes the 
other in the ſame manner as was then 
cuſtomary, ſaying, I am rejoiced to ſee 


« that you are well :” Me allegro de ver 


che uſted ſta bueno. — The reply is, Viva 
ted muchos annos, mille annos : Long life 
eto you;“ or, © Long may you live.“ 


This brings to my remembrance a plea- 
ant circumſtance that happened. A 
Spaniard, who was heir to a rich uncle, 
was preſent at opening and reading the 
will: at every article the grateful ne- 
phew repeated, ſobbing -and ſighing, 
F. Mi i tio 
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Aſi tio, viva uſted muchos annos: My dear 
e uncle, may you live many years! 


but the dear uncle was buried the day 
before. 


The Eve M a great Feſtival. 


It is very diverting to ſee the people, 
on the eve of any great feſtival, be- 
ſieging the churches and confeſſion— 
boxes. 


Tt would be no eaſy taſk to reckon 


the number of kicks and cuffs that ate 


interchanged in leſs than a quarter of 
an hour. But what completes the ab- 
ſurdity of this entertaining ſcene, is the 


arrival of ſome great man, Hidalgo, 


or gentleman, who, attended by a 


| lacquey carrying a cuſhion, opens his 


way through the crowd, ſeparates the 
combatants, and enters the confeſſion- 


box 
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box firſt, where, kneeling on his 
cuſhion, he may confeſs at his eaſe, and 
repent commod iouſly. 


The deſigns of the Almighty are in- 
ſcrutable ; his heaven is his own, and 
he may lodge whom he pleaſes therein, 
But the Mufulman, who grows hoarſe, 


crying Alla, Alla; the Talapoin, who 
ſticks his buttocks full of pins; the 


Marabout, who goes limping ; and the 
Sinton, who looks to ſee whether the 


end of his noſe bered, green, or black; 


and Queen s-hair ladies, or Gentlemen 


faſhionably-blind, appear to me as wor- 


thy of paſſing their eternity in the 
palace of God, as the religious Spa- 
niard, who quarrels and fights whilſt 
he is waiting for abſolution. 


E 2 Dungeons. 
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Dungeons. 


TRE dungeons are not only darker 
and cloſer than ours; but thoſe who 
are thrown into them are ſo well ſe— 


cured, that they cannot abſolutely ſtir, 


In the priſons of Madrid J ſaw three 
ſmugglers chained down in this manner; 
and perhaps, whilſt I am ſpeaking of 
them, thoſe three wretches are ſtill in 
the ſame ſituation. a 


And yet, it is ſaid, the Spaniards are 
not cruel, 


Heademies. 


* ITHIN this century ſome aca- 
demies have been eſtabliſhed in Spain. 


That for the Spaniſh Language is in the 
| bigheſt 


„ BD Xx | =—y | mags 


* 
n 


THROUGH SPAIN. 77 


higheſt reputation. The academicians 


meet twice a week: the members are 
twenty four in number; among whom: 
are diſtinguiſhed MM. de Campomanès, 


San-Maxiego, Moralin, Ec. 


Some years ago an CEicononnie Society 
was inſtituted at Madrid, under the 
| title of Societad de los Amicos del Pays, 
or the Society of the Friends of the Country. 


The object of this inſtitution was the 


encouragement of agriculture and 1 in- 


duſtry. 


Madrid is not the only city where: 
academies are eſtabliſhed : there is one 
at Seville, and another at Barcelona; 


but. theſe two academies are in no. 


elteem. 


The eſtabliſhment of a School for: 


Painting is talked of. Spain has pro- 


duced forme good painters; among. 
E 3 others,, 
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other, Velaſgues. An artiſt of Arragen 


is the moſt celebrated painter of Ma. 
drid. 
The Cabinet for Natural Hiſtory daily 


increaſes. The collection of fofſſils, 
ſhells, minerals, and medals is im- 


menſe. The Court ſupports naturaliſts 
at Mexico, Macao, and Lima. 


Madrid has an Academy for Surgery; 


but that ſcience hath made ſo little 


progreſs in Spain, that it would be 
better, in a manner, to break a leg 
elſewhere, than prick a finger there, 


Harper . 


Hr is the traveller who en. 
ters Madrid without letters of recom— 
mendation, but well ſupplied With 
caſh! He is immediately ſurrouncic!! 


-, i; 
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by artful ſycophants, who, in a fort- 
night, leave him without a ſhirt, 


Sharping gamblers are no where ſuf. 
ficiently reprobated : the only juſtice 
exerciſed upon them 1s to avoid playing 
with them ; which 1s more like pre- 
caution than contempt. The law 
ſhould ſtigmatiſe thoſe Enaves ; cards 
ſhould be hung round their necks, and 
dice pendent at their ears; and they 
ſhould then be led to the market- 
place, and obliged to | play picquet 


with the ha ingman. 


Ppyſicians. 
THE medical art hath made ſo little 


progreſs in Spain, that when a perſon 
falls ſick there, it is uſeleſs to ſend for 
a phyſician ; he may as well take the 
advice of a taylor. 


E 4 : Order 
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Order me ver dioreaſe ; ſpare my 6 end 
the mortifieation of ſeeing me ſuffer ; let me 
beg of you to diſpatch me quickly, This 
might be properly faid to all the Spa- 
niſh phyſicians, and perhaps to all 
others of the profeſſion in the world. 


How eaſy it would be for me to 
relate what I have ſeen at Madrid, in 
Paris, at Berlin, and 1n every place 
where I have been! 


What a number of young people, 
how many uſeful men and charming 
women, would now be living but for 
the doctors! But for them K——— 
would be ſtil] alive; ſhe would ſtill be 
the joy of my life: ſhe has been dend 
two years, and next month ſhe would 
have been twenty. 


If it be true, that the dead can 
ſometimes ariſe from their tombs, 
X — ! leave thine, it is midnight: 


it 
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it is the hour of the dead. I call upon 
thee :—come, I am waitiig for thee; 
O God! permit her to come. O K ! 
come, I. conjure thee, come to my 


room. I want to ſee thee, and tell thee 


a thouſand things: I want to ſhow 
thee all that thou haſt given me; [I 
have loſt none of them; I have pre- 
jerved them all: I ſtill have, and ever 
ſhall keep, thy picture, thy letters, 


thy little knife, thy eu, thy hat and 


flowers, and the orange which thou 


wert ſucking the moment before thy 
death, | . 


Croſſes. 
WHEN a murder is committed on 
the highway, a croſs is fixed on the 


ipot where the body is found. It 
would be better to erect a ſcaffold there: 


5 it 
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it is leſs intereſting to travellers and 
athers concerned, to perpetuate the 
remembrance of a murder, than to put 
people in mind of the puniſhment an- 
nexed to it. 


Nuns. 
NONE but the God of AfſuBlins can 


receive the ſacrilegious vows of a young 


nun: they are vows murderous to 
poſterity; yet there are thirty nun- 
neries in Madrid. 

It is the heat of the climate, the in- 
kfluence of the monks, and the peni— 
tential tribunal, that people the cloiſters 
in . 


From the age :of twelve or thirteen, 

a — pes girl begins to feel certain 
feveriſh fits of love: ſhe is already 
agitated and tormented with ideas, 
. panting 
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panting and burning with deſires in 


the evening, and particularly at night. 
She opens her ſoul to her confeſſor. 


Miſrepreſentation of the ſcriptures, 
mutilated paſſages, revelations, mira- 


55 and every ſtratagem is uſed to miſ- 


lead the poor girl. If ſhe will believe 
the 8 it is God that is calling her, 
ſeeking her, and wiſhing to have her to 
himſelf; it is God's malady that tor- 
ments her: to recover, and be at eaſe, 
ſbe muſt take the veil The unfortunate 
cieature 1s prevailed on, and takes it. 


The defires increaſe to ten- fold, to 
an hundred fold, ſhortly : the head is 
filled with images, the blood boils, 
the veins ſwell with liquid fire: but 
ſhe 1s paſt relief; the gates of the world 
are cloſed for ever; ſhe muſt renounce 
the ſociety of man; ſhe mult die be- 
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tween four walls; flaming, calcined 


the enjoyment of God, angels, and 


derate, or extinguiſh. Such is the 
vocation, life, torments, and death of 


whole univerſe. 


males, with bended knees, ſupplicate 


to love, to life; and ſuffer not a mil- 
lion of women to be ſhut up, to fly 


| nual deſires, regret, prayers, and tears, 


with deſires, which neither faſting, 
mortification, ſinging of hymns, nor 


ſaints, in her dreams, can ſatisfy, mo— 


the nuns of Mad; id, of the nuns of the 


Ye Sovereigns, unite ! throw open 
theſe dungeons of religion ! From the 
depths of their cells theſe unhappy fe- 


your pity : reſtore them to the world, 


from us, and paſs their days in conti— 


in imploring continence, and ſoliciting 
eternity. | 


Lettres 
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Lettres de Cachet. 


EvrRY body knows what in France 
are called d:ngeons, ſtrong caſtles, and 
citadels, & c. In Spain it is exactly the 
ſame. There are ſtate- priſoners, turn- 
keys, deep and wide ditches, thick 
walls, and, in fine, regular dungeons. 
There are, alſo, Lettres de Cacbet, 
ſigned, Io el Rey, I the King ;” and, 
underneath, Muſquitz,* 


Theſe caſtles are places of pleaſure, 
when compared with ours. The pri- 
ſoners are well lodged, well fed, and 
may walk from morning to night upon 
a large platform, which commands a 
view of all the neigbouring parts, and 
whence one may reckon every ſpot on 
the moon. 

The 


Prime Miniſter, 
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The governors of theſe places ht: 


the reputation of being tl beſt f 


men. 


8 


The confined air ſometimes puts one 
out of humour; but if, which I d. 
not doubt, Meſſrs. Li uιẽv and Mira: 
beau have faid true, I ſhould convra 
tulate myſelf on my good fortune. 
J paſſed a fourth part of a winter at 
Lourde; and, thanks to a fine proſpect, 


g Dr. n particular to Mr. 


"& 


de Maignol, the time did not ſeem 


more than twenty-four hours. 


1 quitted L. rde, however, a 
off without taking leave; I don't know 
for what reaſon; I was well enough 
there; I have often repented my pre 
cipitate departure. — Mr. Maignol, 
pray, be not angry with me, 


A ſoldier 
1 The 8 of Lourde, 


nd ſet 
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A ſoldier was thrown into the dungeon. 
believe he has fince been removed 
o ſome other place; I ſhould be glad 
o know where he is, and would will- 


th make him a ſmall preſent: 1 


ſh he knew it, and would write to 
ne; he ſhould have an immediate 


niWels 


Wa Topers. 
_ 
1H ridiculous cuſtom of having A 


rumber of tapers lighted round 4 


corpſe, is as common here as in France, 
Not only the dead, who can ſee nothing, 
are inſenſible of the honour done them; 
but theſe burning tapers hear the apart- 
ment, corrupt the air, may fall, ſet 
ire to the houſe, and burn a whole 
City, ws 


A few 
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A few days ago a man died; the 
room he lay in was immediately lighted 


up with a number of tapers: whilſt | 
thoſe who watched the corpſe were gone 
to dinner, one of the tapers fell upon 


the bed, ſet it on fire; and, in an 


| hour's time, bed, corpſe, room, and 
great part of the houſe were reduced 
to aſhes. 


Is us aboliſh the oſs of burning 


candles round the dead, and in churches, 


Lighted tapers are of no ule ; the day- 


light is ſufficient ; and the ſun alone, 
when it ſhines, ſhould have the priv1- 


lege of lighting us. 


Old Men. 


] &xow not whether temperance be 
the cauſe of their longevity ; but, leti! 


be what it will, the inhabitants of Ma- 
eri 


aid 
and c 
them 


eight 
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rid live to a greater age than we do; 
nd old- age, alſo, disfigures and affects 
hem leſs, I frequently ſee men of 
ighty walking without a cane, and 
eading withayt ſpectacles; nor are 
ny wrinkles to be obſerved, but when 
hey are laughing or eating, 


Though the Spaniards have a great 


ffection for their relations, they do 


10: appear to be much afflicted at the 


leath of a father or mother, when they 
lieold : the loſs of a young brother or 
iſter affects them more ſenſibly : they 


think the death of an old man a thing 


Juite natural. 


The Spaniards themſelves, when. 


they come to a certain age, think juſtly 


n the matter: they allow, that they 
re ſuffered to live ſo long by a pe- 
uiar indulgence and favour, and talk 


of 
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of their death as they would of a letter 
they expected every day to receive. 


Churches, 


TIE churches of Madrid are ex- 
tremely magnificent; gold and {yer 
ſhine in profuſion on the walls and 1 


tars, and hang reſplendent from tt 
roof. A noble city might be bui 


with the riches concealed in the vel 


tries. 


After the battle of Sarageſſe, Lo 


Stanbete, who commanded the Engiit 


forces, went to ſee the treaſures of the 
Virgin Mary of Pilier. On leavinzt te 
church he was heard to ſay: * T bough 
« the treaſures of all the kings of Europe 
ce were 10 be collected logether, they wal! 


i not be equal to the balf of this.” 
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This treaſure is, indeed, conſidered 
greater than any other that is known, 
nere are four angels of ſilver, with 
ings of gold, ſet with ſtars of ſap- 
res. The Virgin's crown is ſolid 
d; her necklace, bracelets, and 
amonds for the hair, are eſtimated at 
wards of two millions ſterling, 


Among the articles of the treaſure is 
1 immenſe number of gold and filver 
ands, arms, and legs, given to the 
irgin in payment for her miracles, 


here are an hundred and ninety-five 


ver lamps, and as many candleſticks 
nd incenſe-boxcs. 


But all theſe riches are nothing when 
ompared” to the grand Cuſtode, which 
tr make uſe of in cariying the large 


ot, on the feſtival of the Holy Sacra- 
ent, The circumference of the ſun 
And 
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the Virgin of Loretto, and of all ine 
Madonas in the Chriſtian world! 
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keen. 
bold, 
may be 
Ko bin 


ſolid gold, and profulely adorned with 
emcralds, The chalice is on a fler 
pedeſtal, three feet high, The whole 


Cuſtode weighs 500 Ib. and reſts on Eo 

a golden baſe. . No goldſmith or jew. n 
eller has been able to eſtimate the va- boly, | 
lue of this Cſtode. It is the gift of ue air 
Archbiſhop of Seville. broans 
Every body wondered how that arci-WMWbour, 
biſhop could amaſs fo much money; Hud thi 
but it has been ſince diſcovered, thatMhe did 


a brother of his died in Peru, and leit 
him immenſe ſums. 


That he 
Finually 
What mines might be opened in Hatten, 
veſtty of our Lady of Pilier, in that ol 


Let us open theſe mines, and no 
longer continue to ſhut up God be— 
. ty/cen 


ſobject 
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een four walls! However rich in 
d, how extenſive ſoever a church 
ay be, it is but a dungeon or manger 
him. Let us demoliſh all our 
urches, and meet together in a plain 
metimes, at other times at the foot 
'a rock; and there, once a month 


ly, let us pray and fing, and make 


je air reſound with the mulic of our 


gans: the reſt of the month let us 


bour, mind our different occupations, 
nd think no more about God than if 
e did not exiſt, We may be aſſured 


at he will be delighted to ſee us con- 


nually at work, without neglect or 
attention, „ 


The Police, 


Ly ERY quarter of Madrid 1s 
uje&t to the inſpection of a com- 
miſſary 
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miſſary or juſtice, who decides, without T. 
| appeal, all the quarrels and diſputcs ſpies 
j among the common people. [the | 
i Eh EI „ lelſe; 
Quarrels are unfrequent here, ber 
| Spaniard is in general not only ſober, Ins, h 
| but even his inebriation is peaceſul ;WMhe w; 
| when he drinks to exceſs, he goes wi 10 
| ſleep. . Thi 
| | Itruſce: 
It is imagined in France, that everrMWvhotc 
day one or two murders are comm!:redhhearry 
in Madrid: it is a falſe notion; thefWite g. 
Spaniards are much leſs depraved ta back t 

people imagine, and much leſs addicted 

to jealouſy than is generally ſuppoſed; 

they are often the firſt to laugh at thei 

own misfortune in that reſpect, and 1 
will ſay, jocularly, © The golden age anf oats, 
« Aver age are paſſed ; we are now in ti leo 
E born age.” Ke: bre 


Tl 
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The police has alſoits ſpies ; but theſe 
dies are always ſome of the dregs of 
he people, as they are every where 
Ie; and when Mercier ſaid that many 
erſons of quality acted as ſpies in Pa- 
is, he did not properly confider what 
je was ſaying. 


The ſafety of the highways is in= 
ruſted to neguelets, a fort of runners, 
whoſe buſineſs it is to ſeize robbers, 
carry them to priſon, eſcort them to 
the gallows, and conduct Jack Ketch 
back to his houſe. 


Servants. 


ERVANTS wait at table in their waiſt⸗ 
coats, and their hair in papers: they 
adſo dirty, that one is afraid to call 
lor bread or drink; their uglineis is 
enough 


ay 
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enough to frighten one; and they are 
fo little, and ſo ſtunted as it were, that 


they look like unfiniſhed beings, 


A long train of domeſtics is the 
luxury and pride of Spaniards ; they are 


the worſe ſerved by that means. I have 


no where ſeen any ſervants more flow, 
aukward, and ignorant : they break 
every thing they lay their hand on, 
know nothing of dreſſing, or even tying 


up the hair properly; are two hours| 


making a bed, and yet make it ſo badly 
that it requires to be made again: if 
they are ſent with a letter any where, 


they do not return until they are ſent 


for: they bring back no anſwer; they 
either loſe it by the way, or forget it 


before they come back. 


Inn, 
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ns, or Houſes of Entertainment. 

CICERO, in writing to his friend 
Atticus, expreſſes himſelf in theſe words: 
« It is a pleaſure to travel. Ever ſiuce 
« J /eft Rome, 1 have not ſlept one night 
at an inn: the moſt illuſtrious families 
« of Calabria, Sicily, and Spain, re- 
« cerve me with the greateſt hoſpitality. 
IV herever I ſtop, I find my plate laid, 
tt g bed ready; and in every houſe 1 am 
te confidered as one of the family.” 
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Since the death of Cicero, things are 
much altered in Spain: there is not a f 
ſingle man in the country that will . 
offer a bed and a ſupper to a traveller: if | 
he muſt purchaſe and pay for every | 
thing; and even ſo he will be lucky 
if he can find what he wants, for that is | 
very rarely the caſe in Spain, The inn- EB 
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98 A JOURNEY | 
keepers there ſcarcely furniſh any thing 
but boards and walls: travellers who 


would wiſh to ſleep and eat, muſt carry 


their bed and Proviſions along with 


5 them. 


The inns and houſes of entertain- 


ment are not better ſupplied: they 
are kept by Milaneſe. Bohemians or 


| Gataynos keep the public-houſes on the 


In a country where a Jew is not 


conſidered as a human being, it is ſur- 
priſing that Bohemians are ſuffered; 
a vagabond unſettled race, who are, 
Properly, of no country. 


An account of the origin of this 
people is a work that is wanting: it 
would be intereſting to know the rea- 
ſon of their going to Spain; why the 
Spaniards ſuffer them to remain in the 

| country 3 


WI 
WI 
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country; and, in — whence they 


came. 


some will have it, that they came 


from Wallachia; others trace their ori- 


gin from Egypt; and others, again, 


inſiſt, that they are deſcended from X 
race of Tartars, who, having no fixed 


place of abode, after traverſing Ma, 
croſſed over into Europe, ſettled there, 


married, and brought up families, 
It were to be wiſhed, that M. de Res 


ralio, formerly Major of the Military 


School, who ſo deeply inveſtigated the 
origin of the Cimbri and Swedes, 
would indulge the public with his 
thoughts en the Bohemians. 


It is not my wiſh to have a diſpute 


with any one:—I am not acquainted 
with Mr, Barretti: I believe him to be 
a very worthy acquaintance; and his 
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Journey 20 Spain pleaſed me much: 
but, when he ſays that all the Bohe- 
mian women are proflitutes, Mr. Ba- 


vretti muſt have been either out of hu ; 


mour, or miſinformed. 


At an inn, where virtue is in 2 


manner expoſed to continual attacks 
and firuggles; in a climate where chaſ- 


tity is nearly impoſſible; the Bohe- 


mian women are not, certainly, nuns: 
but, in order to conciliate their love, 
-a man muſt be aſſiduous in his atten- 


tion to them; muſt poſſeſs the art of 
Pleaſing them; muſt be furniſhed 


with * 1 o 5 Mr. Baretti was nor; 


perhaps, - furniſhed with what was ne- 


ceſſary. 


Be that as it may, theſe Bohemians 


are very pretty: almoſt all of them 
have a certain originality of form; 
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the form and features of genius, if I 


may be allowed the expreſſion, that 


one meets with no where elſe, and 
which can be compared to no other.. 


The charms by which they are particu- 
larly diſtinguiſhed, 


mit of Zurat does not ſurpaſs the latter 


in whiteneſs :. it is a pity that they hide 


them under an ugly handkerchief, that 
is of no uſe. 


clothes- with fo little taſte, 
no contraſt more ſtriking than a pretty 
woman, whoſe head, 


ſhoulders,” and her body naked. 
F 3 


A mountain covered with [noWwe 


are elegance of 
figure, and beautiful breaſts : the ſum- 


It is a pity, likewiſe, that 
they dreſs their heads and put on their 
There is 


and the reſt of 
her perſon, are ill-dreſſed :. Iappeal to 
the connoiſſeurs, if it would not be 
better to ſee nothing on her head, her 
hair hanging negtigently down her 
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Captivating, however, as the Bohe- 


mians may be, give me the inns of 
France: pretty figures and pretty breaſts 


are to be found there too; and, along 


with them, an excellent ſupper and 
* bed. 


Wine. 


TRE wine of La Mancha, and par- . 


ticularly the wine of Valdepenes, is what 


1s generally drunk here. It is much 


eſteemed, and ſaid to be excellent: 
for my part J do not like it; it has a 


2 . taſte of ſulphur and tar: it is ſtrong 


and heady : a ſingle glaſs of it would 


make me drunk. I would not, for 


any conſideration, drink it without a 


mixture of water: it is fo black and 
thick, that it might be uſed inſtead of 


ink, vpon occaſion. 


Colleges. 


THROUGH SPAIN. 


Colleges. 


TRE Spaniſh government maintains. 
a large body of maſters and profeſſors ; 
who, the ſame as 1n France, by ſtuffing 
the heads of their pupils with Latin 
words, Greek roots, and Arabick ver- 
ſes, act not unlike madmen, who 
would fill their apartments ſo full of 
rags, as to leave no room. for neceſſary 
furniture. 


You who have children, fend them. 
no more to college. All thoſe words 
in us, 0s, and as, crack the head, and 
genius evaporates through. Keep your 
children, then, at home: preceptors 
teach nothing; neither form nor change 
any thing.“ Moral education is a 

F 4 thing 
5 Sure + Author . rot himſelf here: a mo- 


ment's reflexion would have ſufficed io convince him, 
that 
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thing impoſſible, is an abſurd thing, 
Without any foreign aſſiſtance, the ſo] 
expands itſelf, and grows according a5 
the body increaſes 1 In ſize, 


We are all born good or bad; 11 all 
no education whatever has any more as 
influence on the qualities or propen- {kc 
| fities of our heart, than the air has an 
power to alter the colour of our hair.“ 
Th i 20 
| | 1 
. that many children are regularly taught to pick FE 
pockets, teal, and rob, and cloſe their career at the j 
gallows, who, with proper education and example, 1 8⁰ 
might have been ujeful, and even ornamental nen- 
bers of ſociety. ha 
* The abſurdity of this doctrine is of wiſelf St 
Sufficient to prevent its pernicious get. Every 
reader's own” experience muſt demonſtrate the ridi- 
eulous fallacy of ſuch principles. ra 
- "Fs all know, and all lament, the evil conſe- - 72 
quences reſulting from the igncrance of the lower 0 
au 


ran 
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The Sieſta, or Afternoon's-nap. 


FROM one to three in the afternoon, 


all the ſtreets of Madrid are as ſolitary 


as a deſert ; the tradeſmen ſhut their 
ſhops, the mechanics quit their work, 


and every body lies down to ſleep. 


When the weather is fine, the King 


goes a hunting immediately after din- 


ner; if it happens to rain, he lies 
down to fleep, ſurrounded by his 


guards, who likewiſe take their nap. 


From time immemorial the ſeſta 
has been cuſtomary in Spain. The 


Spaniards inherited from the Saracens 
* 


ranks of people, who have not the means of pro- 
curing proper inſtruction for their children. So- 
crates, /o juſtly celebrated for his integrity and 


wiſdom, has confefſed, himſelf, that he was born 
with the moſt vicious propenſities, but that he cons 
quered them a by rs and perſeverance, 


| 
| 
| 
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and Moors an invincible predilection 


for ſleep. The heat of the climate has 


no ſhare in contributing to this cuſtom ; 


in Caffraria, and on the coaſt of Guinea, 
it is near ten times as hotas in Madrid; 


and the inhabitants of thoſe places, and 


the negroes buraing under. the torrid 


Zone, generally fleep very little. 


Ic is the phyſicians expresſly recom- 
mend the afternoon's nap : their con- 


tinual advice to the Spauiards is, © Se 


« often, and ſleep much,” They aſſert, 
that Galen and Hippocrates uſually lay 


down after dinner; and that then 
Eſculapius himfelf ſlept an hour or 
two. 


. Whether Hippocrates or Galen ſlept 


or not, 1 really cannot pretend to ſay ; 


nor 1s it of any conſequence to me. 
It is, however, a certain fact, the 
Ly cuſtom 
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cuſtom of taking a /eta is of great an- 


tiquity. It is well known that Au- 
guſtus took his nap after dinner; but 
it is equally well known that Auguſtus 
generally dined very late; that he fat 
a long while at table; and that at the 
deſſert he was ſo completely drunk, that 
he was incapable of articulating a word, 


of diſtinguiſhing the diſhes and plates, 
his knife, his gueſts, or his glaſs: Au- 
guſtus was therefore in the right to go 


to bed. 


But the Spaniards, who dine at noon, 


who eat in a hurry, ſwallow their food 


| without maſtication, and drink very 
little, would do well to take a walk or 
dance when they get up from table, 


Loet us follow Mr. Tifot's advice: 


let us ſleep but little, be alive as long 
as we can, and, during a life of three 
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weeks, let us not ſleep, and be as it: had b 


were dead for a fortnight. | dow. 

| On 

General Hoſpital, in m) 

ZI TOTS. „ : | atten 
THE beds here have no curtains, the pale; 


mattreſſes are filled with chopped ſtraw, ¶ chat! 
and the ſoup is made of ſtinking meat: 


ing. 
This hoſpital is four times too little 
for the number of patients received: 
there is but one ward. Thoſe that are 
recovering, the dead, and the dying, Tx 
lie together, e | tivat 
l have ſeen in the ſame bed, between vc 
two corpſes, a patient who was well Fe 
enough to eat, to anſwer me, and fit ſettl. 


up in the bed. When J vent in, they 
were nailing down a coffin in one cor- 
ner; in another, they were ſewing up 
a winding - ſheet; and three dead bodies 

Py had 
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nad been juſt thrown out of the win= 
dow. | 


One of the prettieſt faces I ever ſaw. 
in my life, is that of a Grey Siſter that 
attends this hoſpital : ſhe is ſomewhat 
pale; but 1 looked at her ſo earneſtly, 
that ſhe bluſhed, and became enchant- 


ing. 


Heaths and Waſte Lands. 
TaRrEE fourths of Hain are uncul- 


tivated, becauſe the Spaniards would 
much rather beg than till the ground. 


Foreigners are in vain invited to 


ſettle there: not only they never gain 
ſufficient numbers, but the climate is 
too hot for them; the Inquiſition 
plagues them; and the taxes and du- 
ties of every kind oblige them to return 


to 
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to their own country. The preſent 


Monarch has done every thing in his 


power to encourage agriculture ; he 
has inſtituted premiums, but without 
any beneficial effect: people are ex- 
pecting every day to ſee him begin 


cultivating himſelf a corner of one df | 


his own parks. That would be the 


only way to conquer the national pre- 
judice, which looks upon tilling the 


land as a diſgraceful occupation. 


What! a King of Sein turn huſ- 


bandman ! And why not-? Hear Cyrus; 
& J, alone,” ſays he, © have meaſured, 


ce dug, and ſowed, the large garden | 


ce have at the gate of Babylon; auch 


ec when am well, I never dine until 1 
«have laboured a couple of hours with Wy 
9e gardeners * tf there is nothing 10 be 
« done in my garden, T ſplit wood, dra 
water, or labour in my orchard,” Charles 
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the Third will, I hope, follow the ex- 
ample of Cyrus. Alphonſus the Third 


or Fourth, I have forgot which, was 
called the Aſtronomer and Alchymiſt; 
Charles the Third will be furnamed the 
Huſbandman or Farmer. Teleſcopes and 
bottles have been engraved on the 


tomb of Alphonſus; on that of Charles 


wil be drawn ſheafs of wheat, and 
other g grain. It is of more ule to feed 


his people, than to tell the number of 


ſtars, to be blowing charcoal, and wal- 
lowing in aſhes. 


Vegetables. 


ALL vegetables, in general, are 
much better in Spain than in France; 
aſparagus, in particular, grows to- an 
immenſe ſize, and has a moſt delicious 
layour. 


One 
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One thing is very extraordinary: 
onions, and other bulbous plants, that 


require every where elle a dry and light 


ſoi], thrive belt in ſoft and aquatic 
grounds. 


Te lazy inhabitants of Madrid, who 


are ſo fond of your beds, follow my 
example; riſe with the dawn ; come 
and awake the birds; come with me, 
and walk through the markets: we 
ſhall there enjoy a charming proſpett; 
we ſhall ſee fruits and flowers of every 
kind; we ſhall ſee the country girls 
with complexions ſomewhat brown and 
ſun-burnt, but of lovely form, and 
moſt charming to follow. 


plat and tie up their hair on the top 
of the head:“ this has an ungraceul 


appearance; 


As in the canton of F ribourg, and the princ* 
palit ** Halberſtadt. 


| appF 


wiſh 


| liber: 
| deteſ 
| he hi 
parſit 
It is a pity that theſe country-girls iM him, 
| had : 
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Mi ſers. 


AvakIcE is the favourite paſſion of 


the Spaniards. If there were any coun- 


try where one might ſay money was 


become a part of the people them- 


ſelves, it muſt be Spain. You will 
find many there who would rather part 


with their blood than a piecette.* 


Alphonſus, King of Arrazon, the moſt 
liberal man of the age in which he lived, 


deteſted and abhorred avarice. When 


he heard of any miſer, remarkable for 
parſimony, he ſent for him, and obliged 


him, ſometimes, to give away all he 
had amaſſed ; at other times, to carry 


wo. 
* A coin of the principality of Neufebdtel, of 


— 


the value of two-pence half- penny. 


1 13. 
apppearance; I would almoſt rather 
wiſh to ſee them wear a bag or a queue. 
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two hundred weight of money to a par- Thi 
ticular place; and, on other occaſions, Hul eff 
he ordered a hat of ſolid gold, which Whher 1 
he kept in his cloſet, to be ſet on his 
head, and then obliged him to walk in 
the ſun for ſeveral hours together, 


Guitar, 


T'IIE Moors introduced the guitar 
into Spain—it is the favourite inſtru— 
ment of the Spaniards. Men and wo- 
men, old and young, all play the guitar 
here. 


Ar 


year in 
ſcourg 
kertair 
rere . 


could 


The Guitar ſerves as an interpreter 
to lovers who dare not declare ar 
love; and who, in order to prove it, Renoug 
are every night under the windows of 


F i Spar 
their miſtreſſes, ſinging, ſighing, and 70 
RE YO oO” . - any 
_tiwkling the guitar, | 
4 reptile 


This 
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This inſtrument has a moſt delight- 


ul effect at night, I don't know whe- 
her I ſhall be believed; but, if ſere- 


ding and muſic be fo plealing by 


night, and if the harmony is fo fine, 


tis, in my opinion, becauſe the night 


5 of the party. 


Marriage. 


AT Sparta the women met every 
hear in the temple of Venus, where they 


courged all unmarried *men above a 


certain age. If this law of Lycurgus 


were to be revived in Spain, Madrid 


could not furniſh hands and rods. 


enough to flog all the bachelors. 


Sain is the country where matri- 
mony is leaſt frequent. The pariſh 
regiſters ſhow that the number of mar- 
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we 4 
riages annually decreaſes. In ten yea Wat n 
more it will be much leſs; and the wery 
men, in time, will not marry at al ﬀ....c. 
they will. take ſucceſſively one, two ght 
or three miſtreſſes; keep them whil ot 2 
they are young, handſome, and agree. Me 
able; and leave them when they arent 9770 
longer pleaſing. chere, 
The names of father, mother, buf: 1 
band, and child, will be out ct faſhion, Have 44 
their meaning will be Joſt; and che me 
State will become the common tatneWhen, 
of all. | ringir 
Old Caſtille, allowing for the pro Ijuſt r 
portion, is the province of Spain where 1. 
there are feweſt marriages; and, more A 
over, thoſe who do marry, take {uch ppen 
precautions to avoid getting children, ould 


that they. have none. 
In Spain, and every where elſe, mat 
riage ſhould become a civil contract, 

| tha! 
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at might be renewed or annulled 


ery year. If the married pair were 


tified at the end of the year, they 
ight continue married; if they did 
ot agree, each ſhould be at liberty to 
ke away what he or ſhe brought, 
rovide themſelves with partners elſe- 
there, and the children be divided 
etween them. The mother ſhould 


we the choice of the children; as it 


; ſhe has had the trouble of bearing 


hem, and ſhe alone that ſuffers in 


ringing them into the world—ſhe has 
juſt right to ſuch a choice, 


If, at the moment a marriage was 


be renewed or diſſolved, the wife 
ppened to be with child, nothing 
ould be done *till after her delivery. 


Ki vers. 
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Rivers. 
Exczpr the Guadalquivir, Spain has 
not a ſingle river that is navigable; 
and yet all of them might be made ſo, 
at no very great expence. From 
Aranjuez to the frontiers of Poriiga,, 
the Tagus might eaſily carry boats and 
barges. By collecting all the ſprings 
and ſtreams which flow from the moun- 
tains, whence the Mangoranes falls, 
a canal might be formed for carrying 
the baggage of the court: and this 
canal would ſerve at the ſame time for| 
conveying ſtones neceſſary for build- 
ing. It would be very eaſy to open a 
regular navigation from Andujar to 
Madrid; and, beſides this, another 
communication might be made be- 
tween Cadiz and the interior Part ot] 
the kingdom. 


Al 
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All theſe plans have been laid before, 
by Meſſrs Gautier and Mariti, natives 
of France. 


Spain is indebted to foreigners for 
almoſt all her deſigns, her uſeful alte- 
rations, and the knowledge ſhe has had 
occaſion for. 


The manufacture of Aronjuez, which 
furniſhes the largeſt looking-glaſſes in 
Europe, was eſtabliſhed by an Iriſhman, 
Frenchmen introduced the ſilk-manu- 
factures of Valencia. e 


It is a ſociety of Frenchmen that 
have undertaken to carry on the ſalt- 
petre works of Arragon: it is another 
of the ſame nation, who is loſing his 


time, labour, and monep, in ſearching 


the mines of Guadal canal. 
; The 


* That work is diſcontinued. 
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The Canal of Caſtille owes the firf 
ſucceſs of its works to the talents of 


Mr. Le Maure, a native of France: it i; 


the ſame Mr. Le Manre who is noy 
labouring to improve the principal 
Toads of Spain. It was a Frenchman, 


named Mariti, who ſome years ago 


made great improvements in the ar- 
tillery and foundery of Seville. The 
marine wanting reformation as much 
as the artillery, Spain ſolicited Fran 
for a ſhip-builder: Mr. Gautier was 
ſent. It is likewiſe to foreigners 


that the Spaniards owe the plan and | 


execution of the canals of Marcia and 


Arragon. 


The only uſeful inſtitution of which 
the Spaniards can boaſt, for a century 
paſt, is a Miſericordia, or Hoſpital, 
eſtabliſned at Saragoſſa, where all beg- 
Sas chat are in health are fed and 

lodged, 
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lodged, if they will but ſpin or card 
wool. This hoſpital was founded by 
the beneficent care of the Marquis 
d' Ager ba, Don Martin Goicochea, and wall 
Don Ramonda Pignatelli Canonico Mora. | 


Dancing. 


DANCING is the amuſement of the | | 
Spaniards ; nevertheleſs they do not K 
dance well. Excepting the Fandango, 
their Balls, which have no meaning, 
and reſemble nothing of the kind, J 
' remind us of the ſkipping and capering | | 
of the Royal Prophet, which made I 
Lady David ſay, © Though he is ſo great l t 
% friend with the Almighty, ſo good a ft 
« player on the harp, and ſecretary to the t U 
Holy Ghoſt, my huſband, for all that, 1 
e A mountebank without grace, Co wt 
Vol. II. : ce bt 
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te ought to bluſh for dancing fo amb. 
cc ayardly. 


Hlagellants. 


Ix almoſt every town in Spain there 
is a ſociety of Flagellants, who meet 
every Friday, in a large apartment cloſe 
to a church. Theſe Flagellants there 
form a line, ſhut the windows, ſing 
the Miſerere; and, whilſt they are 


ſinging, each brother in turn laſhes 
and lacerates the ſhoulders of his neigh- 


bour. . | 
If men alone were to laſh themſelves, 


it would be no great matter: a man 
may laſh himſelf and bruiſe his fleſh 


without danger : yellow and livid ſkin, 
covered with hair, is fit to bear it: 


the bruiſes are hid, and the ſtripes 
quickly diſappear ; but nuns, charm- 


ing 


4 [as | [i |» GREY; 
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ing young novices, get out of bed at 
night, on purpoſe to whip themſelves! 
What a pity! 


Manuſcr pt. 101 


IE we will take their own word for ze, 
the Spaniards poſſeſs the moſt an- 


cient and authentic manuſcripts in the 


world. 

I have been ſeriouſly aſſured, that 
the canons of Valladolid had a manu- 
ſcript account of the clothes, furniture, 
and other effects, found after the de- 
lüge. It is ſurpriſing that Father Ma- 
cedo, a Spaniſh Jeſuit, makes no men- 
tion of this manuſcript, in his remarks 
on that event, 


G2 Morning. 
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Morning. 


THE country round Madrid is de- 
lightful. I have been up ſince four 
o'clock : the orcheſtra of the air had 
Juſt begun. How delicious, how beau- 
tiful the morning is, when it has rained. 
over-night ! It rained laſt night: the 
leaves are grown one half: there are 
flowers and noſegays every where: the 
trees and plains are perfumed: the air 
is ſo ſweet, it is a heaven upon earth. 
IT have already walked two leagues be- 
vond the gates. It is in the morning 
we ſhould walk: we do not fatigue 
ourſelves then : the dew refreſhes ; the 
moiſture of the earth gives new ideas, 
and alſiſts reflexion. In walking in 
the heat of the day, we think of no- 
| thing, The ground burns : : we are 
afraid 
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afraid to touch it: it reſounds under 
our feet. Ves; it is in the morning we 
muſt live: it is the infancy, the ſpring 


of day, the happy time of life. — Ves; 


morning, ſweet. delicious morning, I. 


am fond of life for thy ſake !. 


J. el [5s | 


No Spaniſh female, of any rank 
whatever, goes out on foot without 


being veiled. Several cauſes are aſ- 
ſigned for wearing veils in Spain. Some 


ſay it is on account of the heat of the 
climate; others attribute the cuſtom: 
to coquetry, or modeſiy. One might. 
lay a wager, and it would be a ſafe one, 


that coquetry is the cauſe, 


Popeia, who was a charming crea- 


ture, and far from modeſt, wore a 
veil that covered one half of her face, 
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to excite, doubtleſs, a ſtronger deſire 

to ſee the reſt: and ſo true it is that 
we are moſt defirous of ſeeing what is 
concealed, that if women uſually went 
quite naked, and only covered one of 
their fingers, it is that finger we would 
wiſh moſt to ſee, 


' Sentences if the Inquift lion. 


Mane! is more iniquitous than the 
ſentences paſſed by the Inquiſition : 
the man who is burnt, is frequently 
ignorant of the cauſe of burning him. 
Like the mutes of the Grand Seiguior, 
the Judges of the Inquiſition often put 
men to death without ſpeaking to them. 
The figures of thoſe who are con- 
demned by the Inquiſition are hung up 
in the churches. The temples of Spain 
are full of thoſe horrid pictures ; and 
2 when 
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when we expect to ſee over the great al- 
tar, a Saint Magdalen, a Thereſa, or the 
Wedding of Cana, our eyes are ſick- 
ened to behold a pile of blazing fag- ul 
gots; and a young girl, a child, or | 
an old man, expiring in the flames. 
The name of the victim is written: 
under each portrait. There are ſome 
celebrated names among them, I 
have read the name of John Ponce of 
Leon, ſon of Rodolphus Ponce of Leon, 
Count de Baylen; that of Lewis. 
Gonfalvo, Canon of Toledo; of John 
Fernandez, Coadjutor of Seville; and 
of Chriſtopher Loſada, Phyſician to 
Lewis Rojas, ſon of Count Rojas, who 
drove the Imperialiſts out of Madrid, 
and ſhared with Prince Yendome in the 
honour of the victory of Villavicioſa. 


You will find the names of ſeveral 
foreigners there.z among others, that 
G4: of 
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of John Charus, who, being carried to 
the Inquiſition, in order to obtain his 
liberty, was obliged to abjure the re- 
ligion he thought the beſt, 


The Canon Mar ſollier, author of the 
Life of Cardinal Ximenes, and of that 
of Henry the Eighth of England, has 
written the Hiſtory of the Inquiſition ; 
in which not a ſingle word is to be 


| found of what I have been ſaying ; but 


this Canon, penſioned by the Court of 


Spain for telling lies, moſt affuredly 


told them. 


But the Inquiſition never ſacrificed 
any victim more intereſting than Cor- 
nelia Bohorquia, daughter of the Mar- 


quis of Botorquia, Governor of Valencia, 


Nothing could equal the beauty of 
Bohorquia. The Archbiſhop of Sevi. 
| ſaw her, and fell in love with her: he | 
wanted 
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wanted to ſatiate his paſſion : Boborgquia 
would not comply. Enraged at the 
diſappointment, he gave her up to. the 
Inquiſition : {Ke was condemned and 
burned.as a heretic.. She invoked God 


to the laſt moment: ſhe cried out from 


the midft of the flames, that ſhe loved 
and feared him, and that ſhe ſaw him 
ſtretching out his hands to receive 
her. | 
Henry the Fourth was aſſaſſinated ; 
and Torquemada, Ferdinand, and Iſabella, 


the inventors of the Inquiſition, all 


three died quietly in their beds! 


The Prado. 


OF all the walks about M:drid, the 
Prado is the moſt frequented. There, 
every Sunday, when the weather is fine, 

„ the 
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the women go to diſplay their finery, 


and the men to admire what nature has 
made the beſt to embelliſh and cheer 
the heart of man, which, without wo- 
men, would be a very ſtupid affair, 


The Prado is adorned with walks and 
fountains, It is a pity it is ſo ill wa- 
_ tered, that there is fo much duſt, and 
ſo many proſtitutes. Under every tree, 
on every bench, there are covies of 

them to be found, who, increaſing at 
every ſtep, ſeem to riſe out of” the 
earth. 


In a well- regulated city, proſtitutes 


ſnould have a particular walk to them- 
ſelves; they ſhould likewiſe have a 
place aſſigned them at plays and all 
public amuſements; a particular ſeat 
at church, and a ſeparate quarter to 
live in. This cuſtom was formerly 

EY _ eſtabliſhed 
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| eſtabliſhed in England: one cannot 
well conceive what could induce Henry 


the Eighth to aboliſh it. In the pre- 
ceding reigns, girls of the town all lived 


in the Borough: of: Southwark, Henry 


the Second made very wiſe regulations 
with reſpeC to theſe girls. They may 
be ſeen 1n.S7ow's Survey of London. 


The Virgin Mary of Atocha. 


Tris Madona is the rival of the 
Virgin of Pilier : ſome fay ſhe works 


more miracles, others ſay leſs ; opi- 


nions are divided about the matter: 
be that as it may, an hundred lamps 


of gold or filver are continually burn- 


ing before her; and the Clerk aſſured 
me, that one year with another the 


oil-merchant's bill is at leaſt five hun- 
dred guineas. 


G6 Though 
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Though much celebrated, and very 
ancient, it is not however a great 
while ſince the Virgin of Atecha has 
been known in Spain. She came ori- 
ginally from Arabia, where ſhe made 
a great noiſe in the time of St. Fy;- 
 phanius, who ſpeaks of her as a vir- 

gin conſummately ſkilled in the ſcience 
of miracles. 


Of all the Madonas which I have 
ſeen, the Virgin of Atocha is that which 
the carver has taken moſt pains with. 
As ſhe is always dreſſed in a very large 
cloak, and her robe covers her feet, it 
is not eaſy to judge of her proportions; 
but her figure is charming. Unfortu— 
nately for the lovers of the arts, the 
ſmoke of the HOPE ſpoils her com- 
plexion. | 


Orders 
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Orders of Knighthood, 


Nornixd is more aſtoniſhing to a 
ſtranger than the indignant manner in 
which the Knights of St. James, St. 
Charles, with thoſe of Monteſa, Alcan- 
| tara, &c. are treated here. On pain 
of being rolled in the kennel, every 
Knight, in walking the ſtreets, is 
obliged to give the wall to the loweſt 
ruſtic or plebeian who requires it: ſo 
that theſe orders, which were inſtituted 


to reward courage, are now fallen into 


ſuch contempt, that men of ſpirit will 
not accept of them. 

The Order of the Torch has been 
aboliſhed in Spain: it ſhould have con- 
tinued, as it preſerved the remembrance 


of an intereſting event, and perpe- 


tuated the memory of thoſe gal- 
lant 
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lant females of Tortoſa, who defended 
their city at the expence of their lives, 


and drove away the enemy, 

Spain reckons many heroic females, 
After the ſiege of Leucate, the French, 
who were victorious, found forty-four 
women in the ſoldiers uniform. 


When the Saracens, after conquer- 


ing Navarre, croſſed the Pyrentes, and 


ravaging Gaſcony, arrived. at Cordova 
to defend it, Sancho never had con- 

quered them but for a woman of Na- 

varre, who killed their general. 


Every country, however, has pro- 


duced women of courage, 


Towards the cloſe of the laſt century, 
the. Chineſe revolted. JTunkia, one of 


the principal officers in the ſervice of 


the Emperor, fled for ſhelter to his 


mother: that ſpirited woman refuſed 


to 


ere 2 5 
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to ſpeak to him. © Thad rather,” ick 
ſhe, © have had no ſon, than one who diſ- 


ee graces me; let him begone ; I will not 
« ſee him. | 

The hiſtorian who may hereafter no- 
| tice the troubles of Geneva, will not, 
doubtleſs, forget that the female inha- 
bitants of that city wiſhed to defend it; 
and, had their advice been followed, 
Lake Leman would have been covered 
with dead bodies and ruins, inſtead of 
arms and helmets. 
Whoever ſhall undertake to write 
the hiſtory of Geneva, I am ready to 
furniſh him with notes—I will com- 
municate all that I have ſeen—l will 
tell him what I heard a woman fay to 
her huſband, on taking off his helmet, 
and putting it on her own head: © My 
* dear, you Put it on wrong; it is thus it 
te muſt be worn,” 
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Souls in Pur, gatory. 


G LR DIV“ lays, that formerly, 
there were offices in every ſtreet of 
Rome, which were let out to the higheſt 
| bidder. 

Several of. theſe offices were kept at 
taverns and other public houſes ; and 


people drew lots, or threw dice there, 


for the deliverance of ſouls. 


Nearly the ſame thing is Pale 
in Spain, but under a different form 
only. Games of hazard are no longer 
in uſe, becauſe they are prohibited 
under ſevere penalties; but maſſes are 
ſaid at fifteen pence each, for the de- 
liverance of ſouls out of Purgatory. 


; Places 


th 


U ² . ²˙ . ˙ . SA EP CARRIAGE, ks 
* . 8 * — 


THROUGH SPAIN, 147 


Place- Major. 
AMONG a number of ſquares, Place- 
Major is diſtinguiſhed ; it is ſpacious 
and beautiful, adorned with elegant- 
houſes, and bordered with piazzas. 
Theſe piazzas are very commodious : 


it is a pity ſuch buildings are diſcon- 


tinued: the ladies ſay it is ſhameful, 
| In thoſe days, when our magiſtrates 
and governors were accuſtomed to go 
on foot, care was taken to furniſh them 
with ſhelter and ſhade; but now that 
vulgar wretches only walk about ſo, 
| What matter whether they are drowned. 
or burnt ? 5 


Galleons. 


Tar Spaniards call galleons the ſhips 
that uſually go twice a year to fetch 
gold 


7 

7 

* 

F 

1 

0 

14 

F 


2 


— _ gt < ———_——_ —— 
© rr Tc 
— — —_ — — . 


— 
* . 


138 A JOURNEY 
gold from Peru. They are unloaded 
at Porto-Bello : the cargoes are con- 
veyed by land to Panama; and thence, 
by ſea, to Lima, The galleons return 
to Cadiz in the ſame way: their 
arrival diffuſes univerſal joy; and the 
Te Deum is ſung. Here, indeed, it 
was ſung for the taking of Penſacola, 
and the taking of. Mobille; and for 
other conqueſts that were not worth. 
lighting a candle for. 


Offices and Places, 
SINCE the adminiſtration of 7alen- 


2zuela, almoſt all offices have been 


venal. 


It is aſſerted that Colbert uſed to ſay, 
that, when the King created an office, 


God. at the ſame time created a fool to 
Ju 
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purchaſe it. This obſervation, ſo in- 


Ienious, but ſo aſtoniſhing from the- 


lips of a Miniſter, is particularly true in. 
Hain. = 


Oil, or Optio, and the People. 
| HAVE forgot the Spaniſh name. 


The Oglio is a ragout compoſed of all: 
ſorts of meats and vegetables, A good. 


Oglio, which coſts ſometimes thirty 
piaſtres, is, after onion-ſoup and ala- 


mode-beef, the beſt diſh that can be 


eaten, 


The Spaniards alone know how to. 
make a good Oglio. Some days ago, 
La Foret, who fancies that he knows 


every thing, took upon him to dreſs 


me one: I had it thrown out of the 


window. 


The 


me 4 JOURNEY 


The people of Madrid are, of all Tme 
others, perhaps, thoſe who have the palliz 
 leaft ſpirit and feeling: taxes may be I BU 
doubled and trebled upon them with- 
out any danger : they never murmur: 
the miniſters do what they like: no 
complaint is ever heard: if the name 
of the King is but mentioned, they are 
all filence and attention, and bend. 
down in all humility to liſten, | 


gout 
moui 
chãte 
of B. 
Beer 
a gre 
have 
they 
then 


Guy Peoples 
By the vaſt number of gouty perſons 


to be ſeen here, one would imagine 
that Spain was their particular country, 


May people have laboured to dif- 
cover a ſafe and eaſy method for curing cher 
the gout. Theſe pretended diſcove- 
ries have only contributed to enrich 
8 „ ſein 
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pome quacks, whom the art of producing 
palliative cures has given a name to. 


But an infallible Temedy for the 
gout has been lately diſcovered in the 
mountains of the principality of Neuf- 
cite], where it is known by the name 
of Biere de Sante, literally, in Engliſh, 
Beer of Health. This beer alſo cures 


a great many diſorders that phyſicians 


have ' termed - incurable, only becauſe 


they knew not the method of curing 


them, 


The Temperance 15 1 PETE; 1 


A SPANIARD, who has two or three 
hundred a year, lives upon muſhrooms, 
honey, ſnails, and fried eggs. Ano- 
ther abſolutely eats nothing elſe but 
loup—and what ſoup ? Soup made 
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of water and oil. Medor, my a 
Medor, would not touch it. 

God forbid I ſhould here condemy 


the temperance of the Spaniards! Fx 
from it; on the contrary I congratulate 


them upon it: temperance is a virtue © 
and Iam temperate myſelf; I ſleep the wh 
better, enjoy better health, and ſpal ® 
live the longer for it. Nothing is more 
common than an old miſer, becauſe ne thi 
eats but little. Wi 
ha 

The Cordeliers. It 

of 


Contrary to the cuſtom of other an 
mendicant orders, the Cordeliers are 

very rich in Spain; but, to do them 4 
juſtice, theſe friars are very humble 


for, notwithſtanding their riches, they . 
fill continue to beg. "ki 


© Shi 
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8 hips. 


TRE Frigates, and Spaniſh Ships, 


are of a different conſtruction from ours, 
and carry a greater number of maſts ; 


which makes them heavy, and flow of 


ſail, 


A man has lately diſcovered a me- 

thod of conſtructing a ſhip ſo that the 
| wind ſhall not affe& its motions; it 
has neither maſts, ſails, nor rigging. 
It will not require more than ſix feet 
of water; and a child may manage 
and ſteer it. 


The Inventor of this veſſel is a man 


of genius, but extremely poor; he 
meets with no encouragement from the 


ſtate, and his veſſel remains in paſte- 
board, 7 
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It is aſtoniſhing what a number of 
inventions lie ufeleſs in the port-folios 
of the authors of them, for want oi 


encouragement. Genius is no where 


ſufficiently rewarded, 


Says | Fontenelle, & F had all the 
ce truths of the world in my hand, I wail 
ce not open it to communicate them. Fi: 

Tenelle was right; the world is like an 
ungrateful patient that beats and tears 
his nurſe who is giving him broth, 


Beggars. 

Maxx people imagine that poverty 
is a certain condition of life, and that 
one man is formed to be a beggar, a8 
another is born to be a captain of Dra- 


> ans, or a general of the Capuchins. 


I pretend to no knowledge of fata- 


lity, predeſtination, or a predetermined 
| ſyſtem z 
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ſyſtem ; but, be that as it may, the 
Spaniards ſhould have hoſpitals for 


their beggars. It is ſhocking to meet 


ſome poor wretches without hands or 
bread, and others again who, in order 


to move compaſſion, expoſe their 
wounds and ſores. 


Saragoſſa and Seville are the only | 


cities in Spain where there are houſes 
for beggars. 


I have mentioned the hoſpital of 
Saragoſſa. There are three hoſpitals at 
Seville, inſtituted and endowed by the 


Infanta Donna Jſabella. 


The hoſpital of God the Father is 


very rich: the Houſes of St. Clement, 
St. Vdore, and the Virgin of Mercy, 


are much leſs ſo; but they are rich 


enough to feed and clothe their poor, 
if the latter will be induſtrious. 


HS A Theatre 
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A Theatre has been lately built at 
Cadiz, that coſt immenſe ſums ; an ho- 
ſpital might have been erected and ſup. 
ported for leſs. No one can be a 
greater lover of plays than I am; I 
ſhould feel the loſs of ſuch entercain- 
ments; yet, I would moſt cheerfully 
ſubmit never to ſee a play, on condi- 
tion that I ſhould never meet with 2 


perſon diſtreſſed, 


Honey. 

LF. IRGIL, and St. Auguſtin, who were 
paſſionately fond of honey, have been 
laviſh in their praiſe of the honey of 
Mount Fy3la—I never taſted that fa- 
mous honey; but I doubt whether it was 
| ſuperior to that of Madrid. The honey 
indeed of this place is excellent : the 
Spaniards ſend it to their friends and 

relations, 


4. k 
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relations, as we ſend any choice pro- 
duction to ours. 


Fairs, Jeſters, Grandees of Spain. 


TIE Fairs in Spain are very incon- 
ſiderable; they furniſh nothing but 
coarſe woollens and linens, ſmall cattle, 
eſparbilles,* wooden - ſhoes, cordage, 
and grain. 


( A 


Jeſters are not aboliſhed—ſeveral are 
to be ſeen at court. The Duke of 
Medina-Celi has one, and the Duke of 
Alva two: all the three are ſaid to be 
very diverting. 


The Grandees of Spain are not what 
| they are thought in France, whence 
| they are ſeen only at a diſtance: they 
| H 2 ſhould 


A. fort of ſhoes made of cord, worn in ſome 
provinces of Spain. 


LY 
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ſhould be ſeen here, in different ſitua. 
tions; and no perſon that ſaw ther 
would envy them the privilege of 
wearing their hats before the King. 


Genealogical. Trees. 


IT is pleaſant enough to ſee in the 
rooms of every gentleman of Madrid, 


the genealogical tree of their family, 


engraved on a large ſheet of vellum. 
You will find theſe trees lopped, clip- 
ped, without moſs, without any decayed 
wood, or rotten branch. A Miniſter 
of State, a General, or an Admiral, &c, 
always appears at the head. No notice 
is ever taken of the humble mechanic, 
or huſbandman, who gave birth to this 
illuſtrious perſon from whom the de- 
ſcent is traced : one would think that 
the founder of the family never had a 
8 fathe F.3 
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father ; and oftentimes the honeſteſt 
man of the whole race is paſſed over 
without any notice. 


The Clergy — Houſes — e — An 
Anecdote. 


Tur influence of the Clergy has 


much declined of late Years: ie 


number of convents decreaſes. Theſe 
four years paſt, there has been a 
prohibition againſt admitting novices 
withour a. licence being firſt obtained, 
According to computation, there are 
fifty thouſand Monks in Spain: they 
have been reckoned at double that 
number. The number of nuns leſſens 
daily. 


Almoſt all the houſes are built of 
brick; ; the exterior parts are adorned 
H 3 5 with 
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. with painting: this ornament appears 
odd. The windows are furniſhed with 


| lattice-work and iron bars. \ 
| There are but two churches at Ma- MY i: 
1 rid which have preſerved the privilege re 
| of an aſylum: there robbers and mur- 1 

derers are ſafe: they live in a room at e 
1 the top of a tower: the ringer or pariſh- th 
BH clerk feeds them, and devout perſons it 
1 pay for their board, | ki 
1 Some time ago the Ambaſador o: MI no 
4 | France complained that the Prince of DI 


„ Aſurias talked to him in Spaniſh. © In 
1 < what language,” ſaid the Prince, 
i & does the Dauphin converſe with 
c the Spaniſh Ambaſſador ?”— 6. I 
9 French,“ replied the Ambaſſador.” be. 
% Well then, the Ambaſſador of I th: 
ct my Father has learned French; let co: 
d the Ambaſſador of France learn the | thi 
ec r Spaniſh,” „„ 


Soclelr. 
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Society. 
WHOEVER comes with proper” 


letters of recommendation, is well 
received every where, —by the ladies 
[ mean, for the Spaniſh gentlemen 
receive nobody; but, to make amends, 
their wives are fo amiable, ſo fond of 
ſtrangers; and receive them ſo very 
kindly, that the huſbands remain un- 
noticed, and are only conſidered as 
dieces of furniture. 


Rulfs. 

THE uſe of ruffs, or Godillas, has 

been much ridiculed it was not known 

| that the Spaniards invented them to 

conceal wens, or ſwellings, in the 
chroat, to which they are ſubject. 


Hefſman 


— 


to bury the dead without the gates of 
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' Hoffman is miſtaken in pretending 
that wens are of modern date. Not 


only Strabo and Tacitus inform us, chat 


in their days, there were numbers of 
the people of C au/ and Germany afflicted 


with ſwelled throats; but we read: in 
Procopius, that Domitian, who had a 


ſimilar ſwelling, invented, in order to 


conceal it, a fort of dreſs for the neck, 


which covered the. ears, neck, and 


lower parts of the chin, 


The Prince-Biſhop of Lion ſhonld 


perſuade the inhabitants of Valois to 


wear Domitian's dreſs; then we ſhould 


not ſee at St. Maurice, at Pifin, at Leuck, 


and throughout all Valois, thoſe enor- 
mous ſwellings, which are painful to 
the eye, and ſpoil the appetite. 


Burials. 


By a new edict the people are e ordered 


the 
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| the city; but the Rectors, unwilling 
to loſe their fees, and deſirous of con- 
ciliating the good will of the ſurviving - 
relations, continue to bury in the 
churches, and at night take up the 
bodies that have been carried to the 
church-yards in obedience to the law. 


We have loſt the ancient cuſtom of 
burning the dead; a revival of this 
defirable practice among us were de- 
voutly to be wiſhed. Not only the 
idea of putrefaction adds to the horror 
which death occaſions, but the ancient 
cuſtom would aſſiſt in conſoling us for 
the perſons we have loſt. How pleaſing 
it would be to obſerve the precious 
aſhes; to have under our eye, to carry 
in our pockets, and to have it in our 

power, at any time, to preſs with our 
lips the ſad remains of thoſe who were 
deareſt to our heart! 


I would 
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I would give an hundred guineas, 


my diamond ring, my watch, and a 


thouſand other things, to have my dear 


Mother's aſhes in my caſket; I would 
prefer them a thouſand times to her 
Portrait, which is no part of her, is 


not like her, and which I cannot carry 
| about me, 


FINIS. 
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AN ACADEMY for GROWN HORSEM EN! Con- 
taining the completeſt Inſtructions for WALKING, 
TROTTING, CANTERING, GALLOPING, STUMB- 
LING, and TUMBLING. Illuſtrated with Copper plates, 
ind adorned with a Portrait of the Author, By GEOF- 

' FRY GAMBADO, Eſq. Riding Maſter, Maſter of che 
Horſe, and Grand Equerry to the Doge of Venice, The 
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nette. Price bound gs, 


A PROVINCIAL GLOSSARY, with a Colleion 
of local Proverbs and popular Superiitions, Price in 
Boards 55. 


At the ſame Place may be had, | 
A CLASSICAL DICTIONARY of the VULGAR 
TONGUE ; a new Edition, enriched with ſeveral Thous 
{and additional Claſſic Words, &c, Price in Boards 38. 


A GUIDE to HEALTH, BEAUTY, HONOUR, and 
RICHES. Being a Collection of Humourous Advertiſe- 
ments, pointing out the Means to obtain thoſe Bleſſings. 
To which 1s added, a ſuitable Introductory Preface, Price 


18. 6d. | 


5 tions for Colouring them after Nature, as alſo Mixing Wa. 
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THE ORACLE or COMPLETE FORTUNE-TELLER, 
A PACK OF CARDS; | 


K 


By the Uſe of which any Perſon may in an Inſtant of | 
Time have their Fortune told; and become Adepts in this 
Science. By the REAL CONJURER, who has for 2 
Lengh of Time entertained, as well as aſtoniſhed all Pai; WW 
of Euxors, and is now in London. Price 28 64. | 

N. B. The Games played with theſe Cards, are the mot 
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SENTIMENTAL CONVERSATION CARDS; 


| Conſiſting of 56 SusJzcrs, neatly engraved on Copper; | 
deſigned for the Inſtruction and Improvement of the Mind, 
Theſe Cards will. afford the moſt agreeable Amuſcment, 
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Young Perſons, by giving them a Habit of Thinking, and | 
alſo of Speaking extempore, with Method, on any Subject; | 
that may ariſe, exerciſing thereby their Investion, and af. | 
fording thoſe of Abilities the Means of diſplaying them, | 
Price 28. 6d. 


THE FLORIST and LADIES DRAWING BOOK; 
Conſiſting of 25 Copper Plates, neatly engraved, with a 
beautiful Deſcriptive Poem to each. To which is annexed 
their BOTANICAL DESCRIPTIONS, with full Dicc- 


ter Colours in general, Price plain 18. Coloured 25. Ed, 


wih this Book, Young Ladies may teach thems 
ſelves, without wy other Aſliftance, 


